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MOTOR BOATS 

















One of the Sister Motor Yachts ‘‘ Ethel May II’’ and “‘ Paula”’ for Mr, Albert E. Smith and Mr. J. Stewart Blackton. 


Completion of the 


LARCEST MOTOR BOAT ORDER 


EVER PLACED 


In competition with all the leading designers and boat builders, 
we were awarded the contract for these twin yachts and they 


have proved the most successful turned out this season. 
ASSURED SATISFACTION AND ULTIMATE ECONOMY can only be guaranteed to you 
by builders who have had experience, combined with suitable plant facilities 
and a reputation for fulfilling their contracts. Our reputation and experience 


could not have been bought; it cost eighteen years of hard work, satisfying each 
customer with the best boat that could be produced for his purposes. 


BUILD NOW FOR 1911 DELIVERY 


193 Avenue A 


Chicago Show Rooms Address &lco-Ba N 27 minutes from New York, Liberty St. 
1205 Michigan Avenue youn, 7 or 23rd St. Ferry, C. R. R. of N. J. 


Members National Ass'n of Engine and Boat Manufacturers 
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NAVAL ARCHITECTS 
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YACHT BROKERS 





Plans, Specifications and Estimates Furnished for 
All Requirements, including High Speed 
and Cruising, Steam, Motor, Sail and Auxiliary 
Yachts; Houseboats and Commercial Vessels 
Alterations Supervised 








| 


fhe As 


O. 232.—Owner is anxious to sell this 145-ft, steam yacht as he | 
owns a larger one. Speed up to 16 knots. Steel construction | 
Five staterooms, bath room, main and dining saloons. Located | 
New York. Gielow & Orr, 52 Broadway, New York. | 











O. 1885 
yacht, 40 H. P. motor; large partially sunken deck house, 


For sale or charter at reasonable figure. 59-ft. motor 


followed by good-sized bridge deck; flush deck aft. Dining room, 
engine room, galley, two staterooms, toilet room and main cabin. 
sleep six owner’s party. Now in commission. Gielow & Orr, 
52 Broadway, New York. 





OQ. 349.—Charter at low price or sell; is now in commission. | 
130-ft. steam yacht. Two double and two single staterooms, | 
and two toilets for owner’s party. Dining room and | 






th room 


ocial hall. Owner’s stateroom on deck, large, airy, two brass beds | 
nd ge erg room. Large bridge. Gielow & Orr, 52 Broad- | 
ay, New York. 




















0, 3059.— In commission, sale or charter; new 40 ft. by 9 ft. 6 

P. ai mahogany cabined cruiser. 4-cylinder engine, 24 to 30 

Shy cogil lights. Sleep four and man. Pilot house, cabin, 

ptional oppeetwa roomy cockpit. In beautiful condition; ex- 
PP 





ortunity. Located near New York. 


Broadway. New York’ Gielow & Orr, 

















N?: 3071.—For charter at at- 
tractive figure; now in com- 
mission. 80-ft. auxiliary center- 
board schooner. Two double, one 
single stateroom, four berths in 
cabin, bath room. Sleep eight in 












































t owner’s party. Sails new 1910. 
in launch, dinghy and skiff. Very 
j. comfortable cruiser. Gielow & 








Orr, 52 Broadway, New York. 























GIELOW & ORR 


S52 BROADWAY, NEW YORK 


FOREIGN CORRESPONDENTS 


If your yacht is for sale, kindly send descrip- 
tion and photograph. No charge for listing 








N?2: 11.~Now in commission. For sale or charter at reasonable 

price. Steel steam yacht. 148 ft. over all, 20-ft. beam, 12 
knots speed. Four double and one single stateroom, two — bath 
rooms, dining room, social hall and main cabin. Excellent sea- 
boat. Gielow & Orr, 52 Broadway, New York. 





O. 2360.—For sale or charter, owner having larger yacht. 80-ft. 
Lawley cruiser, built 1907, Standard engine, 100 H. P.; inde- 
pendent electric light outfit. 
extension berths in main cabin. 
galley below. Crew’s forecastle. Fine cruising inventory. Ex- 
cellent condition. Can be fitted out quickly. Gielow & Orr, 52 
Broadway, New York. 






































O. 2818.—In commission; for sale or charter at attractive price, 
owner having larger boat. 50-ft, raised deck cruiser, built by 
Lawley, 1907. 24H. P. 4-cylinder engine. Double stateroom and 
two extension transoms in cabin, sleeping four to six. Galley, 
dinghy, awnings, etc. Gielow & Orr, 52 Broadway, New York. 











O. 1756.—For sale or charter at low price. 

commission. 
power houseboat with auxiliary sail rig and centerboard. Two 
double and two single staterooms, large main cabin 20 ft. long, 
bath room, large deck room. Good equipment. Small crew 


Is practically in 


required. Has made several cruises to Florida. Located New | 


York. Gielow & Orr, 52 Broadway, New York. 





O. 1851.—For sale or charter, 

63 ft. x 46 ft. x 13 ft. 6 ins, 

x 8 ft. 6 ins. draught auxiliary yawl. 
Flush deck and cockpit. ouble 
stateroom and two berths and tran- 
soms in cabin, sleeping six. Engine 
under cockpit. Launch, dinghy and 
cruising equipment. pews 


Two double staterooms and two | 
Dining room in deck house with | 


75 ft. x 19 ft. 4 ins. x 3 ft. draught, twin screw | 


Telephone, 4673 Broad 
Cable Address 
Crogie, New York 
AB C. Code 


Large List of American and European Yachts of 
All Types, for Sale, Charter or Exchange 


Commercial Vessels Insurance 


Descriptions and Photos Submitted upon 
Receipt of Inquiry 





N?2; 2358—FOR SALE.—80-ft. raised deck cruiser. Two 50- 

H. P. Standard engines. Two double staterooms, main cabin 
with two Pullman berths and transom; handsome mahogany finish. 
| Galley, crew’s quarters, etc. Launch and dinghy, electric lights, 
| large gasoline capacity. Well equipped for cruising. Offer de- 
| sired. Gielow & Orr, 52 Broadway, New York. 

















O. 1191—FOR SALE OR CHARTER.—Ocean-going steam 
yacht. 195 ft. over all. Owner has larger yacht. Eight 
staterooms, three bath rooms, dining and music rooms and social 
hall. Must be seen to be appreciated. Located New York. Plans 
and additional particulars from Gielow & Orr, 52 Broadway, 
New York. 


N?2: 1296.—Sale or charter at most reasonable figures. 47-ft. 
power cruiser, 10 to 12 miles. Accommodations for party of 
four and man. Pilot house, cabin, galley, toilet and engine rooms, 
large after deck. In commission. Gielow & Orr, 52 Broadway, 
New York. 











O. 1549—FOR SALE OR CHARTER.—Can be purchased at 
sacrifice price, Steam houseboat yacht, 130 ft. over all, 30 

ft. 6 ins. beam, 7 ft. draught. Speed, 10 to 12 miles. Smoking 

room, large dining and music rooms, three bath rooms. Owner’s 

| stateroom eaenaiy large and attractive, with brass beds and lar, 

private bath room connecting. Everything in fine order. In 

commission New York. Gielow & Orr, 52 Broadway, New York. 

O. 701.—Thoro 


hi 

: N desirable, flush = 
and cockpit auxiliary 
schooner 63 ft. x 42 ft. x 
13 ft. 6ins. x 8 ft. draught, 
Two staterooms, main 
cabin with fixed berth and 
transom on each side, 
sleep four to six. In- 
terior finish mahogany. 
Galley, crew's forecastle. 











Massachusetts. Gielow & Orr, 52 
Broadway, New York. 


| 






Please mention Yacutinc when corresponding with our advertisers. 


Located Massachusetts. 
Gielow & Orr, 52 Broad- 
way. New York. 
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TAMS,LEMOINE & CRANE 


S2 PINE SIREET, NEW YOREK TELEPHONE 


4510 JOHN 
AVAILABLE FOR CHARTER THIS SUMMER—ALSO FOR SALE 








| 
| 








O. 7132— FOR SALE OR CHARTER.—Un-| j 

usual opportunity. 50x 10x 2.6 ft. raised deck | 
cruiser; built by Lawley, 1907. Accommodations for | 
six comfortably. 24 H. P. Lamb engine. Now in 
commission. 





N2: 5552—FOR SALE OR CHARTER—Hand 

some and able auxiliary yawl, keel and centerboari; 

| 74 ft. over all, new Standard engine, 1910. Two state. 

|rooms and main cabin sleeping five. Ratsey sails, 

| launch, dinghy, acetylene lights. Completely furnished 
| and a very comfortable cruiser. 





b 


| 
| 
| 


O. 3043.—FOR SALE.—52.8 x 34.10 x 12x 8, 
designed by us, very successful racing as well as 
cruising boat. 











NO: 7442—FOR CHARTER AND FOR SALE. 

Cruising motor yacht, Lawley design and build 
81x 73x 13x 4 ft. draught; launched 1907; speed, ! 
miles; two double, two single staterooms; two bertiy 
in saloon; sleeps nine; equipped with 100 H. P. Stané 
ard, self-starting. Price attractive. 


O. 7482—Unusual opportunity for charter. Day 

cruiser. Sleeping accommodations for four. 

Very large cockpit. 25 h. p. Standard. Speed better 

than 11 miles. Absolutely perfect condition. Lawley 
built. 54 ft. over all. 








O. 7462—FOR SALE—This unusually heavily | 

constructed, able, modern motor yacht, 70 x 56 x | 
12.9x 4.6 ft. Built 1907. Practically in commission. | 
Owner going to Europe, will sacrifice for immediate | 
sale. Has a 6-cylinder, 60 H. P. Lamb motor, con- | 
dition guaranteed. Cruising radius of 500 miles. 
Complete electric light plant. Pilot house forward, has 
two transom berths. Saloon 10 ft. long has two tran- 
som berths. Ample locker space, etc. Stateroom has 
two berths with bath adjoining. Roomy forecastle. 
Finished in paneled mahogany. Unusual -amount of 
deck space. Most notable feature is absolute lack 
of vibration. 





O. 1075— | 
Great bar- | 
gain, or will | 
charter, owner | 
having just pur- | 
chased large | 
steam yacht— 
Modern, flush 
deck, steel aux- 
iliary schooner. 
110 ft. over all. Built 1902. Large main cabin, 3 state- 
rooms, bath room, 3 toilets, 75 horsepower engine, wire- 
less plant, etc. Splendid sea boat. 





O. 232—FOR SALE — Owner building ae 

yacht, Express twin screw steam yacht, 120ft¢ 
all, 20 to 24 miles. Excellent condition througa 
Dining saloon and toilet room in deck house. © 
and galley below forward. Double stateroom, 0am 
room and cabin aft. Large bridge and after-dects 
Located at New York, Tams, Lemoine & Crane. 

















NO 1808—FOR CHARTER AND | 
FOR SALE.—Twin screw | 
power houseboat, 123.3 ft. over all, | 
115 ft. waterline, 17.8 ft. beam, 3.6 ft. 2 
draught. Built in the best possible | 
manner 1901. Has five large 4 
rooms, two bath rooms, saloon. Has 
a launch and small boats. Equipped 
with two 75 H. P. Standard motors. | 
Speed, 9 knots. Complete electric | 
light plant. Hot and cold water. Is N°: 1832—FOR SALE OR CHARTER ATH 








ime! 


in unusually good condition, having 
always had the best of care. Owner 
will consider any reasonable offers. 
For full particulars apply to Tams, 
Lemoine & Crane, 52 Pine Street, New 
York.. 


PRICE—In commission, 85-ft. twin screw P* 
house-boat. Two 70 H. P. gasoline engines, Spe 
to 12 miles. Three double staterooms, two bath 1 
dining room in deck house and social hall. All <= 

| conveniences, acetylene lights, launch and two »™ 
Roomy accommodations. Tams, Lemoine & Crate 


Please mention YacHTING when corresponding with our advertisers. 
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NAVAL 
ARCHITECTS 


ENGINEERS 
YACHT BROKERS 


TELEPHONES 
1875 Broad 
5576 Broad 


Cox & Stevens, 15 William St., New York City 


Offer first class power boats, recent design and build. Purchase or charter. 
Complete particulars, plans and photographs promptly submitted on receipt of inquiry 
State your requirements. Large list of yachts of all types for sale or charter 











O.697—Attractive, 
able keelauxiliary | 

yawl; 46.5 x 32 x 15x 
6 ft. Probably the best 
of her type and size 
available. Built 1903 
best manner. 7% H.P. 
, | 2-cylinder motor. Con- 
dition A-1. Price low. 


N2: 770 — Commodious 
and able auxiliary 
yawl; 71'x 45x 15.2 x 8 ft. 
Built 1900. Two state- 
rooms,saloons,three toilets, 
etc. 18 H. P. Standard en- f 
gine, new Fall 1909. Offer| © 
solicited. - 








N2: §21--FOR SALE OR CHARTER 
—Raised deck cruiser; 57 x 13x3.8 
ft. Splendid accommodations. 





O. 713—Day cruiser (new); 50 x 9.2 x 


2.6 ft. 45 to 65 H. P. Sterling. 
. O. 444—Cruising launch; 61 x 10.8 x 


3.6 ft. 25 H. P. Standard. 





O. 323—High speed steel cruiser; 90 x 

10.3 x3 ft. Speed up to 25 miles. 

Two 300 H. P. Standard motors. Good 
accommodations. Excellent seaboat. 











0.838—Twin screw, raised deck cruiser; 
80x 14x 4ft. Two 50 H. P. Stan- 


dards. O. 609—Bargain—40 x 8 ft. cruiser; 


TO. 657—Raised deck cruiser; 61 x 13.6 speed, 11 knots. 


x 3.6 ft. draught; built in 1909; 
60 H. P., 6-cylinder, Sterling motor; speed, 
11 to 13 miles; finished in mahogany; two 
|| staterooms, bath, etc. Completely fur- 
nished. 

















O. 448—Desirable power houseboat; 
64 x 17 x 3.6 ft. Speed, 7% knots. 
Four staterooms. 


0. 651—FOR SALE OR CHARTER 

—Unusual opportunity. 50 x 10 x 

6 raised deck cruiser; built by Lawley, 

907. Accommodations for six comfort- 

bly. 24 H. P. Lamb engine. Now in 
OMMission, 


O. 529—Off-shore cruiser ; 
4.6 ft. 


56 x 12 x 
40H. P. Bargain. 





O. 12—Modern keel 








N 2; 338—FOR 
SALE OR CHAR- 


auxiliary schooner; 
64 x 43 x 14.6 x 8.10 ft. 
Built by Lawley, in 
first-class condition. 
25 H. P. motor in- 
stalled 1909. Fast, 
roomy and able. Un- 
usual bargain. 





O. 97—Bargain. Twin screw power 
yacht; 93 x 14 x 4.6ft. draught; 
speed, 14 miles; Craig engines; three state- 
rooms; bath and two toilets; acetylene 
lights; fully found. 


TER — Roomy gaso- 
lene cruiser; 75 x 19.6 
x 3 ft. Speed, 7 knots; 
two 20H. P. 20th Cen- 


tury motors. Aecom- 
modations include four 
staterooms, 19-foot 





saloon, bath, ete.. Now in commission, 


Please mention Yacut1nc when corresponding with our advertisers. 
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ESTABLISHED 1875 INCORPORATED { 
e 4 
: i 


AMERICAN AND FOREIGN YACHTS 


OFFICE TELEPHONE"2958 RECTOR" 
BASIN TELEPHONE; 165 HAMILTON” 


CABLE ADDRESS; YACHTBROKER:? 
A. B.C. CODE USED. 


WE CAN FIT YOU OUT 


17 Battery Place, New York 


For SALE AND CHARTER 


Whitehall Building 


YACHT BASIN IN BROOKL 
MARINE INSURANCE, 





SEND FOR OUR CATAL( 





BERMUDA CRUISER 

“YO HO.” This boat 
is most complete in every 
detail. A wonderful sea 
boat, and made the trip 
from New York to Ber- 
muda and return without 
engine ’or {other trouble. 
Owner building larger 
boat. Bath Marine Con- 
struction Co., Bath,Maine. 








WANTED IMMEDIATELY—7s5 to 

125 H. P. light-weight gasolene 
engine for high-speed motor boat. Send 
particulars at once to Stanley M. Sea- 
man, 220 Broadway, New York. 





For SALE—In commission ready to sail. 

Keel Cruising Yawl, 36x25x9% x6. Out- 

side lead 4500. Fine cabin, mahogany trim- 

mings, full headroom, w. c. running water, etc. 

Cedar tender, good inventory. Bargain $600 Net. 
Address, Yachtsman, 

Drawer 1337. Hartford, Conn. 





— 











OR SALE—Sea-going motor boat with auxiliary 


sails. Length, 36 ft.; beam 9 ft.; speed, actual, 
9 miles. Absolutely complete inventory, including 9-ft. 
cedar dinghy. Boat just put in commission, and in 
first-class shape; comparatively new. Apply H. E. 


Boucher, 20 Fulton St., or your own broker. 





Please mention Yacut1inc when corresponding with our advertisers. 


O. 10766— 
N FOR SALE 
—exceptionally 
able centre board 
cruising yawl, 
38 ft. 6 in. over 
all, 29 water line, 
11 ft. 3 in. beam, 
2 ft. 8 in. draft. 
Built 1903 at 
| cost of $3,500; 
| has always been 
| well kept and is 


O. 6193.—FOR SALE. New raised deck gasolene | 35 45 good as 
cruiser; launched 1910. 39.6 o. a., 9.6 beam, | ®°¥- Space re- 

3.6 draught. Designed by Morris M. Whitaker. Cop- | served in lazar- 
per fastened. Commodious cabin provides sleeping | “© for engine ; 
arrangements for 4 people; toilet room; galley; engine comfortablecabia 
compartment. Mahogany interior gives 6.2 feet head- | Provides sleeping 
room, electric lighted. 16-20 h. p. Standard motor | '0™ for four 
controlled by steersman from cockpit. Speed, 10 miles. | People + toilet ; 
Completely equipped, including 10-foot dinghy. Only | 8#l!ey; room for 
offered as owner desires larger boat. Now in commis- | ™*" forward. ae 
sion; immediate delivery. Price, $3,500. Address, Completely equipped for cruising. One of the best boats of thy 


Stanley M. Seaman, 220 Broadway, New York. type available. Will be sacrificed. Inspectable near New York 
: : Address my Agent, Mr. Stanley M. Seaman, 220 Broadway 














OR SALE — Wholly or in part, a long- |" is 


established Boat and Engine Plant, doing | SPEEDY MOTOR BOAT, first clas 

complete; 26 ft. x 6 ft.; 15 HP. 
Ferro engine, with magneto; for sale a 
‘TWENTY-FIVE second-hand Motors /account of death. H. Steinkamp, 1 


1% to 10 h.p., two and four-cycle, | Nassau Street, New York. 
nearly all makes. Palmer Bros., Cos). 


Cob, Conn. 





a large business; well located in Minnesota. 
Address B-142, care of Yachting. 











| FOR SALE OR EXCHANGE for modern cruiser 
Fast runabout, 26 ft x 4.6 ft. Handsomest ™ 
in these waters, exceptionally seaworthy, seats 6 0% 
| fortably on chairs and lazyback, 23 miles stripped, ™ 
| exhaust, in pink of condition and complete to last det 
Auto steering, dashboard control, glass wind shies 
| folding auto top and curtains, chairs, life-preserv™ 
(CRUISING keel yawl 32! x 22'x 4'8". Handsome, sound, com- | cushions, fenders, boat hooks, sculls, flag poles, fire 4 
fortable and able, 6' head room, two transom berths, drawers | tinguisher, folding anchor, cables, lamps, bell, bo 
under; w.c. and galley forward under cabin roof. Pipe berth, | power whistle, pump, tools, oilers, special launc™ 
engine under bridge deck controlled at wheel. About 500 Ibs. lead | cradle and mildew-proof cover fitted over 
inside and 2500 Ibs. iron outside, 2 anchors, one chain and one ma- | boat. New 32 H.P. 4-cylinder, 4-cycle motor, u™ 
nilla rode. New j.b and mizzen, main sail used one season, balloon | cover forward, with reverse gear, 26-gallon tank, g# 
jib and spinnaker, alcohol stove, ice box, dishes, cushions, lights, etc. | lene filter, French magneto dual ignition, fore i 
Will deliver anywhere between Boston and Norfork after August | lubricator with auxiliary tank, racing and cruising? 
6th. In commission and inventory complete. Your broker or T.F.| pellers. In commission, immediate delivery. P. 
Salter, 5001 Lancaster Avenue, Philadelphia, Pa. | OHM, 15 W. 38th Street, New York. 
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FOR SALE—Cruising Power Yacht “ Ursa,’’ 42 feet 6 inches over all, 9 feet beam, 3 feet 6 inches draft, 18 H. P. Standard motor, speed 11“miles; carries a cedar tender on davits ; two gasoline tanks 
with a total capacity of 210 gallons, giving a cruising radius of 600 miles; 100-gallon fresh water tank; two anchors with 300 feet of chain each; compass with Negus compensating binnacle; lighted 
by electricity throughout, including a 1200-candlepower searchlight. The boat and engine are jist one year old and in perfect condition, built with natural crook cedar timber, the only kind that will last in 
outhern waters. Her equipment is complete in every detail; sleeps five, and with a sligit change could be arran to sleep seven. See the January and_February, 1910, numbers of “ Yachting "’ for 
ull description of her in article “ A Cruise to the Bahamas.” This boat is on the market because owner wishes to build a larger boat, and can be had at a bargain; now in commission at 
Bradentown, Fla. Address owner, Dr. H. Baer, Bradentown, Fila. 


FRANK BOWNE JONES, 29 roadway 


Agent for the Sale and Charter of Yachts of all Types. ae NEW YORK 


3890 RECTOR 
et us know your requirements. We can fill them. MORGAN BARNEY, Naval Architect 



























OR SALE.—Able, fast, keel knockabout, FroR SALE—Brand new hand Klaxon never 






30 ft. o. a., 20 ft. 1. w. 1,4 ft. draught used. Cost $15. Sell for $10, Also one 
| 10-ft. flat-bottomed cedar skiff, two years old, 
|sell cheap, Located at City Island, N. Y, 





2200 Ibs. lead on keel. Expensively and care- 


5S 








a fully built, and has received best of care, 
e oN Fastened throughout with copper and bronze. | P. O. Box 1592, New York City. 
140 | Has 2 watertight compartments formed by |— = 





Get this Free Catalogue 'steel bulkhead which give rigidity to hull. Why? Why? Why? 


| ini . : ‘sed 
n idea] sea boat for her size. Has cruise WHY be out of date? 



















‘THOUSANDS have sent for it out of curiosity, all along coast from Sound to Bar Harbor. | WHY use out of date paint ? 

alf doubting our astonishing statements. 4 WHY scrub off the bottom of your 
| Many ne exactly the boat they have been Cabin affords cruising accommodations for 2. | b vat ? 
onging for but have been getting along without , one WH i 
because they thought the price beyond them. Large cock-pit for day sailing. Address, | WHY phy 2 pon ms wera — 


our guarantee is so great you will find you can afford to get Paint and never have to haul or scrub off your boat 














Che saving in cost of a boat by the Brooks System with Box 42, Sachem’s Head, Conn. Price verv WHYj not! buy Bridgeport Bronze 
the boat you want. @ Gei this catalogue now and see how we > « i > 
can help you on the boat question. @ These prices will give low. in the good old summer time ? 
you an idea of what you can expect in the way of bargains. BRIDGEPORT BRONZE MARINE PAINT COMPANY 
Ready to run K. D. BRIDGEPORT, CONN. 
$300 00 18-ft. motor boat, 2h. p. engine . $107.25 | 
35000 18-1.  “ oy ie 1D aeta ey 127.25 eS _ $$ $$$ —____<— an — — - 
500.00 23-f1. ee os nn 
600 00 23-f1 “ °_ * Ot, « : 239.00 . P 
260.00 18-ft. catboat for Ree ns hed 113.25 After a season’s trouble with “‘cheap’”’ lights 
“ . + ft. sailboat for es. oo 52.50 


oak a See YOU WILL APPRECIATE THE GOOD 
40.00 15-ft. duck boat for . : : ; 15.95 POINTS OF A PORTER 


BROOKS MFG. CO., C. C. Brooks, President 

2708 Rust AAenue Saginaw, Mich. ape = —- are made for actual use. Fonts don’t rust through 
and leak. 

The fresnal glass contains the number of square inches called for by the 


law. 
IS YOUR BOAT FOR SALE ? Thay aia tes used for either oil or electricity, without any trappy attach- 


, ments. 
An advertisement in YACHTING will Sell her The fonts fasten in place with solid pins, no springs to stick or weaken. 


BECAUSE Send for illustrated booklet telling all about them. 


achtix 
- Laatste do Buy ||| rHE PORTER CO., 194 Water St., New York 


Please mention Yacutinc when corresponding with our advertisers. 
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Yachting’s Big Fall “FOR SALE” Number 
And Your 1911 Boat 


HE more you consider the matter, the closer you will discover to be the connection between 
- these two subjects. 

You know just what kind of a boat you want for next year, and you know just 
how much you can afford to pay for her, provided you sell your present craft at a fair price. 


It will be worth a good many dollars to you to know early this fall that your boat is sold, 
and the money which you receive for her is in the bank ready to apply on the new boat, and it 
will be a mighty comfortable thing for you to be able to place your order for the new boat this fall, 
and give the builder plenty of time to turn out an unhurried job, and be certain of a delivery 
early enough next spring, so that the new craft will be all tuned up when the season opens. 


Advertise your present boat in the BIG FALL “FOR SALE” issue of Yachting—the 


September issue. This will enable you to show a prospective purchaser what a cracking good 
boat she is in actual service. It will make an early sale, save you laying up charges and allow 
you to know that your next season’s boat will be started at a time when lots of the other fellows 
are waiting for spring sales to find out whether or not they are to have a new boat at all. 


Yachting has proved itself, month by month through the year, to be the one publication to 
which the better class of the boat seeking public turn when they consider the purchase of a boat. 
The best craft are advertised in our “For Sale” columns, and the largest percentage of sales 
stands to the credit of Yachting. 


A Boat Advertised in YACHTING is Half Sold 


This has been the experience of those who have utilized Yachting’s “FOR SALE” columns during the past season. 

YOU, who have a good boat for sale, will be quick to see the advantage of advertising YOUR craft in the recognized “FOR SALE” 
medium of to-day. 

Advertise your boat in Yachting, where prospective purchasers will actually look for it, and the battle is half won. 

A special rate of $1.75 per inch is made on these “FOR SALE” advertisements, and when an advertisement occupies a space of two 
inches or more, we will, without extra charge, make a cut from your photo of boat for use in the advertisement. 














—— 
































The cost of various sizes of advertisements may be understood by referring to the following : 








An advertisement occupying one inch space costs. ; : , ; ; . $1.75 | 
An advertisement occupying two inches space, costs ; , . $3.50) | 
An advertisement occupying three inches space, costs : ; i 5.25 No ch f | 
An advertisement occupying four inches space, costs ; : ‘ — 

An advertisement occupying six inches space, costs : : . 10.50/ f ” hen - h | 
An advertisement occupying one-half page space, costs. ‘ ; 2g ee ere | 
An advertisement occupying one page space, costs . ; , . §2.50) | 








A special “FOR SALE” rate sheet, illustrating different sizes and styles of advertisements, and showing, in detail, just what you | 
will get for your money, will be sent upon application. | 
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ERONEL AND YO HO WAITING FOR THE STARTING GUN 


The Story of the Bermuda Race from the Bridge 
of Eronel 


Photographs by E. Levick and S. D. Cochrane 


T was some time past two o’clock on the morning of Wednes- 
day, June 29, when the watchers on the dispatch boat Syren 
anchored in St. George’s Passage, Bermuda, who had been 

keeping a weary vigil through the long hours of the night, made 
out the masthead light of a vessei low down on the horizon. The 
cry that a vessel was coming up the passage was enough to bring 
those below on deck, and in a few minutes the little 45-foot motor 
boat Eronel came along- 
side and hailed, and it was 
known that the first boat in 
the fourth Bermuda Race 
had finished, having crossed 
the line off St. David’s 
Head at 1:45 a. m., New 
York time. All eyes were 
then turned on the horizon 
for the second boat in the 
contest, but it was not until 
8:15 a.m., New York time, 
thatthe game little Yo Ho 
crossed the line, after a no- 
stop run of over go hours 
from’New York. It was a 


game race throughout, with 
the boats close together for 
a good part of the way 
and in sight of each other 


hours 


tor a number of 





ERONEL, THE WINNER, PASSING OUT TO SEA 
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on the third day out just after crossing the Gulf Stream. 
Although but two boats took part in the race this year, the 
event lost none of its interest to the public and to yachting men 
generally on that account. Both of the boats were new, having 
been built especially with this race in view, and though both boats 
were smaller than any of the contestants of last year, never did 
two boats come to the line better fitted to go over the course. Pub- 
lic interest was also added 





3 oe Ce Glee ee by the fact that on board 

=. Be ee ; the Yo Ho was the first 

Zu sete, r woman to take part in one 

\ son of these off-shore power- 
\ "3% «(boat races, Mrs. Bacon, 
AY "> wife of Mr. F. Page Bacon, 


the owner and master of 
the Yo Ho, accompanying 
her husband on the long 
race. Mrs. Bacon proved 
a fine sailorwoman on the 
trip down, and was one of 
the most cheerful persons 
on board. the little racer, 
showing all the qualities of 
a true sportsman. 
Although no records 
were broken this year, the 
time made, considering the 
size of the boats, was very 
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good, the winner’s elapsed time being better than that made by 
any of the boats last year, with the exception of Heather, who 
won the race. Eronel’s elapsed time was 87 hours and 29 minutes. 
It must be remembered in figuring this 
time that the boats this year started 
from the New York Motor Boat Club 
at the foot of 147th Street and 
Hudson River, instead of at Gravesend 
Bay, which added at least 18 miles to 
the course, or something over 2 hours 
in time. 
The weather conditions going down 
were good, no heavy weather or fogs 
being encountered. On the trip home, 
however, the boats met a moderate 
northeast gale in the Gulf Stream, 
which knocked them about considerably 
before they ran through it. The sum- 
mary of the race, showing the correct 
and elapsed times, follows: 


START 10:15 A. M., JUNE 25, 

. Elapsed Corrected 
Rating. “Time. — Time. 
44.46 87:29 87:29 
Page Bacon.. 42.3 94 90:44 :28 


Boat and Owner. 


Eronel, Samuel Cochrane 
Yo Ho, F. 


The winner of the race, Eronel, is owned by Mr. S. D. Coch- 
rane, vice-commodore of the Bensonhurst Yacht Club, and is 45 
feet long over all, 8 feet 8 inches beam and draws 43 inches of 
water. She is all boat, however, with good displacement, and 
was designed by Cary Smith & Ferris especially with this race 
in view. In model she looks something like a smaller edition of 
Ailsa Craig, designed by the same firm for the first Bermuda Race, 
and has all the sea-going qualities of that famous boat. She 
proved exceptionally able under all the conditions that she met. 
Mr. Cochrane states that the turtle deck forward was a great 
thing for keeping her dry and for preventing green water from 
ceming aboard. She steered beautifully in any kind of a sea and 
w:is always easy to handle. She has a 25 horse-power, 4-cylinder 
Craig engine, with an arrangement for a double exhaust on either 
sile of the boat, so that no matter how the boat rolled one of the 
exhausts is always clear. 

Yo Ho was also a new boat, and is owned by Mr. F. Page 
Bacon of California, and was raced under the flag of the Kenne- 
bec Yacht Club. The boat was designed and built by Mr. Bacon 
at Bath, Maine. She is 47 feet long over all and 10% feet beam. 
She is equipped with two motors driving twin screws, each motor 
being a 2-cylinder, 2-cycle type, with a bore of 5% inches and 
stroke at 6% inches. Considerable interest was attached to the 
performance of this boat, as it was the first craft in one of these 
races equipped with a 2-cycle engine, and her performance on the 


MRS. F. PAGE BACON ON THE BRIDGE OF YO HO 
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run down was most creditable, the engines working smoothiy 
and not being stopped for the entire distance. A full account of 


the Yo Ho, with plans of the boat, appeared in the June number of 
YACHTING, while the plans of Eronel appeared in our July issue. 


THE Story OF ERONEL’S RUN TO BERMUDA. 
BY S. D. COCHRANE. 


THE skipper had had:a very difficult job to get the boat ready 
for the race, with everything breaking against. him, and he had 
made the mistake of allowing but one week for final preparations. 
Two weeks would have been better and three weeks none too 
much, The auxiliary gas tank, holding 270 gallons, was only in- 
stalled the day before the start and filled at 5 p. m. while the ten 
men. sent aboard by the Elco Company to finish up went to their 
supper. At 6 o'clock they returned and by 9 o’clock Friday night 
they had done everything possible, and as I had agreed to report 
to the New York Motor Boat Club at 11 p. m., we started for 
there immediately. 

Running up the North River we struck a log, but as it did 
not jar the boat much we did not believe it injured the propeller. 
Arriving at the N. Y. M. B. Club we reported and learned that 
the measurer had left word that he 
would return at 6 a. m. the following 
day to take us across the river to be 
measured. At 5 a. m. after a few 
hours’ sleep we started breakfast and 
were just finishing as he came aboard. 

The measurer went ahead and com- 
pleted his work in a short time, and then 
we went back to the club and tied up 
at the float to get the rest of our crew 
and commune with our friends while 
awaiting the starting gun. A little be- 
fore 10 we were told that the start 
would be postponed for 15 minutes: 
This was disappointing, as we had 
friends and relatives aboard the Ber- 
mudian, sailing that morning, and we 
had hoped to go by her before she had 
straightened out in the river. 

Accompanying us down the river, as 
we started on our long journey, were 
the Herald’s despatch boat Owlet and the regatta committee’s 
tug, the latter bidding us adieu off the Roamer Beacon. 

We were abreast of Scotland Light vessel at 1:17 p. m. and 
set our course southeast. We were driving into a little head 
sea, which sent the spray continually over us and brought out the 
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ST. DAVID’S HEAD LIGHT, BERMUDA. 


value of the weather cloth under such circumstances, as we were 
comparatively dry in the cockpit. These conditions prevailed 
until about 7 p. m., when the sea went down somewhat, and we 
threw no more spray. 

Watches were set at 6 p. m., four on and four off for deck 
crew and engine room, and everything looked propitious for a 
comfortable trip. We hoped then to make the Islands by 2 p. m. 
Tuesday. 

It was a fine night, the engine ran smoothly, the moon rose 
about 10:30, everybody was well and happy and weather the best 
ever. Sunday conditions started the same and everything was 
made snug preparatory to crossing the Gulf Stream, which we en- 
tered late in the afternoon. As we had the wind just forward 
of the beam, we hoisted sail and hauled it close aboard to steady 
the vessel, and everything looked promising for a fine run across. 

About this time the engine warmed up under the influence of 
the warmer water of the Stream, and as the skipper had stood 
watch and watch with the engineer, he became nauseated, and 
asked the engineer to put the steward to oiling up in his watch. 

We had not been pushing the motor and the engine-room force 
had had an easy time of it. The engine-room quarters forward 
were also comfortable, so that two men slept in the forward berths. 
The engineer insisted, in answer to the skipper’s request, that 
he could look after things, as he could leave the engine for an 
kcur at a time. Nothwitstanding this he stopped the engine about 
dark, and on being asked what the trouble was, replied that the 
water jackets of the cylinder heads had become choked and were 
mad hot. Of course, with the engine stopped they heated up, 
and as he had had to clear the strainer out several times and stop 
and start the engine, he insisted that we would have to wait until 
things cooled off. 

In the six hours we lay idle we drifted in the Stream 25 miles 
to the northeast and the skipper tried several times to get the 
engineer to start up, but he insisted that he was sick and worn out. 
Finally, finding the engineer had no heart for his job, the 
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skipper calied the deck watch and started the enginé going. Get- 
ting it up to speed he went all over it, finding nothing whatever 
wrong, as it ran for the remaining fifty hours of the trip without 
any trouble. During this time the skipper took little or no rest 
knowing the engineer was ready to quit on the slightest provoca- 
tion. With his mattress spread on the bridge just behind the 
helmsman he was called every 15 minutes during the first watch 
and at the end of the four hours he took the engineer below, 
showed him that the engine was running smoothly and cool, oil 
feeding properly, gasolene feeding from the permanent tanks 
(which we knew were clean), and told him that these condi- 
tions must continue to the finish line if we hoped to win. 

About noon on Monday we sighted what appeared to be a 
small boat with a sail to the eastward and we altered our course 
for 10 minutes until we got near enough to make it out. It proved 
tc be a spar, floating heel uppermost, with the part belonging be- 
low decks painted white. About 4 p. m. Monday, we sighted a sail 
ahead which we gradually picked up, and made out to be the 
Yo Ho. Although both boats were apparently steering the same 
course and we were dead astern, yet when we passed her about 
7 p.m. we had worked out a half mile to the westward. We 
figured that if we continued to gain at the rate we had, that we 
still had every chance with us provided the engine gave us no 
trouble, and the skipper saw to it that she made the same number 
of revolutions hour after hour. 

The navigator, Captain Watt, told us we would see the light 
on St. David’s Head about 11:30 p. m., and at 11:45 we sent a 
man to the masthead who shouted that it was in sight. In 15 
or 20 minutes we picked it up from the deck and at 1:45 a. m., 
Bermuda time, we crossed the line, stopped and took on the Pilot 
who took us to the St. George passage, where the Herald's boat 
Syren was anchored, and where we awaited the doctor who came 
aboard and passed us about 6 o’clock. 

Just before crossing the line the skipper dropped into the engine 
(Continued on page 158.) 


ERONEL AT ANCHOR IN CASTLE ISLAND HARBOR 


OEYESEE, ALDEBARAN AND BLUE PETER V AT THE CORINTHIAN Y. C. FLOAT BEFORE THE START. 


The Marblehead-Bay Ridge Race 


By GEORGE S. GOLDIE 


A LTHOUGH but four boats started from Marblehead on the 
annual Marblehead-Bay Ridge Race on the morning of 
July oth, as against twelve starters for last year, the boats 
were of particularly high class, and the race resulted in the break- 
ing of all previous records for the run. The time made by all 
the boats was exceptionally good, but the first to finish, Blue Peter 
V, made the 285-mile course in 27 hours 34 minutes and 35 sec- 
onds, or at the rate of about 10.30 miles per hour the entire dis- 
tance, clipping 4 hours and 16 minutes from the best previous 
record. This is remarkably fast time over an ocean course for a 
40-foot boat, and for a good part of the time, particularly going 
over the shoals, the water was rough, though the sea was follow- 
ing instead of ahead. Unfortunately an error was made in the 
measurements of the racers, so that they have to be remeasured 
before the winner can be determined. 

The race was held this year under the joint auspices of the 
Corinthian Yacht Club of Marblehead and the Crescent Athletic 
Club of Brooklyn, the former having charge of the start and the 
latter club taking care of the finish. 

The four boats which appeared at the starting line off the 
Corinthian Yacht Club, Marblehead, with their ratings, time al- 
lowance and elapsed times, are as follows: 


Boat. 
Blue Peter V 
Oeyesee 
PAGOWOEOR 5 ecco wine 
Sees ee ee F. 


Owner. 
R. C. Seyman 
Jas. H. Smith 


Elapsed Time. 
27:34:45 45 


Discontinued. 
6:40 


On arriving at Marblehead I had expected to sail aboard of 
Blue Peter, but it was found that she had a plus crew and that 
Elmo II was minus, so I transferred my kit to the latter craft 
and helped Mr. Giles, her owner and master, take her over the 
long course. 

At 10 a. m. the preparatory signal was given, and at 10.05 
with the crash of the gun Elmo II forged over the line, followed 
at intervals of only seconds by Blue Peter and then the others. 

Five minutes after the start the order of the boats was: Blue 
Peter well in the lead, next Elmo II, followed closely by Alde- 
baran, with Oeyesee gradually dropping astern. At 10:20 Blue 
Peter was an eighth of a mile away, Aldebaran close astern of 
Elmo II and Oeyesee well back, steering a course which would 
land her in Plymouth, this course being soon altered to one lead- 
ing toward Boston. Her course was changed again to one which 
brought her. to Provincetown, where she finally abandoned the 
race, on account of her steering gear carrying away. 

As early as this, 10:40 a. m., it was clear that we were in for 
an easterly blow, an ominous dark blue reaching from the eastern 


Corrected Time. 
27:34: 


horizon well up toward the zenith, while to leeward on the hori- 
zon the same process was going on. Small ripples began to play 
over the face of the water, causing thousands of dancing sun- 
beams to leap from its surface whenever the sun glinted through 
the gathering murk overhead. Gently it came, as is usual with 
the easterlies. At 10:50 we photoed Aldebaran, fearing that we 
might soon lose her and wishing for a remembrance. Blue Peter 
V was also a dissolving view in the distance ahead. Long-dis- 
tance racing is, at times, lonesome business ; the man ahead doesn’t 
want your company and one is only too willing to shake the friend 
astern. Even a four-masted schooner which was abreast is being 
left. But the easter stays with us, and is now giving us a part of 
its attention. A slight swell was making itself felt, the breeze 
freshening, and an occasional white cap flecked the surface. 

Long ago the Blue Peter passed from sight, but the more 
sociable Aldebaran is yet in fairly plain sight astern. By four 
bells the breeze and the roll have strengthened to proportions 
which have brought our friend the four-master to range on our 
beam, bowling at a rate it does one good to behold. Shortly 
after 2 p. m. the great shaft of the Pilgrims Monument in 
Provincetown loomed indistinctly on the hazy horizon; then the 
lighthouse and houses on Race Point, and lastly the object of our 
44-mile run—the high bluff and tower of the Highland (Cape 
Cod) light. 

At 2:42 our searchlight cover was blown away and a squall, 
with rain from a heavy black cloud, encompassed us. As we 
neared Peaked Hill Bar whistler and submarine bell the strong 
ebb coming out from Race Point and cutting across the wind 
raised a large quartering sea, which caused us to use the helm 
freely to check the yawing of the boat. The man at the wheel 
not being a heavyweight, it became necessary to lash the stool he 
was perched on. 

The Peaked Hill Bar buoys were abeam at 3:29 and four miles 
beyond lay the great headland. In this short space of four miles 
occur the most numerous and desperate of the wrecks of the 
famed cape, the Peaked Hill Bar, lying a short mile out at sea 
and directly in the path of commerce. 

At 3:59 Highland light is abeam, and the seas are such that 
our wheelsman will have to be held or he will be thrown from his 
perch, notwithstanding the fact that he has both feet braced. Out 
from the mist comes our friend the four-master; well ahead on 
our port bow he is now holding a course which shows his inten 
tion of going out by the South Channel, leaving Nantucket om his 
starboard hand. Nauset three lights are passed at 5:35, and the 
Marconi wireless station, with its four towers, followed. 

At the Monomoy inside passage we were guided by the Mono- 
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ELMO II IN MARBLEHEAD HARBOR. 


moy Light, Shovelful Light vessel and Handkerchief Light vessel. 
As the passage was approached we held along at about 400 feet 
from the edge of the gleaming foam on the shore side, until leav- 
ing it a little aft of the beam; from thence for a short distance we 
held Shovelful off our port bow, then to midway between Shovel- 
ful and Handkerchief until Shovelful was nearly on our beam, 
then held her up for Handkerchief until we saw Shovelful red 
spar within ten feet of us to starboard. From here we held W. 
¥ N. across the Handkerchief and Horseshoe shoals for the East 
and West Chops. 

When we passed from the lee of Monomoy Point the north- 
east breeze was on starboard quarter, and the chasers soon gave 
us a chance to exercise the opposite set of muscles from those 
which had begun to get tired on the way down the Cape. Light- 
ning began to play in the southwest, and showers which soon de- 
veloped into veritable downpours began to obscure the lights, 
making them hard to pick up until close-to. As we neared the 
Chops and the regular vessel track, McMinn was brought on deck 
on the lookout for the silent and dangerous schooners.. The light- 
ning flashed and the rain came in torrents, routing out Captain 
Giles from his comfortable bed on the life preservers in the cock- 
pit. Lights and all else would be shut out for long periods. Sud- 
denly there appeared dead ahead a tall, narrow object. “Star- 
board, hard!” called the lookout. While the order was in process 
of execution there appeared a large three-masted schooner from 
out the thickness, her starboard light not showing: until close 
alongside. 

Rain was again falling in torrents, making everything so dim 
that we determined to leave the head of the shoal on our port 
hand. We were already nearly on top of it, so put the boat on a 
north ‘course, and in a few moments changed to north by west, to 
north-northwest. Then judging ourselves to be around the shal- 
low part we squared away on the W. S. W. run for Gay Head. 
Tarpaulin Cove light was abeam at midnight. We were already 
seeing the three white flashes of Gay Head light—they can always 
be seen long before the red flash. Cuttyhunk was showing well 
off to the starboard bow. All these, when they could be seen, 
Save us good angles by which to verify our course. When Gay 
Head was brought abeam we changed to west by south for Block 
Island southeast light. 

The run across to Montauk was marked by a shift of the wind 
to the southeast and a lessening of the strength of the following 
sea. The light was passed at 6:52. From here along the southern 
shore of Long Island was delightful, and particularly interesting 
at Fire Island. Coney Island looked: beautiful with its countless 
electric lights, as we crossed the finish line at 8:40 p. m. and were 
given a cordial reception at the Crescent: Athletic Club. 


THE RACE FROM THE DécK OF BLUE PETER V. 
BY F. T. ELLIOTT. 


At 1:45 we cast off, ran over to the Corinthian Yacht Club ‘to 






TAKING ABOARD SUPPLIES AT MARBLEHEAD. 


secure our rating card and receive any final instructions. At 
10:00 a. m, the preliminary gun was fired and at 10:05 we got 
the signal to start on the run which was to set up a new record 
for the Marblehead Race. All the boats crossed the line at about 
the same time, and five minutes later Blue Peter V was leading, 
with Elmo II and Aldebaran on our port quarter and Oeyesee run- 
ning down the beach towards Boston. In about an hour the rest 
of the races were hull down and we were only able to make out 
the tops of their masts by the aid of a strong pair of binoculars. 
About 2 p. m. we picked up the high tower at Provincetown and 
passed around the end of Cape Cod an hour later, The weather 
up to this point was fine and the ocean was like a mill pond. We 
had no sooner gone around the end of the cape, however, than it 
came up a hard blow from the northeast, and this continued all the 
way down the beach to Chatham. 

As we changed our course going around the lower end of 
Cape Cod, and headed for Shovelful Lightship, we hauled the 
wind abeam and we then realized that our trip through Nantucket 
Sound was to be anything but smooth. We battened down the 
hatches, closed the ports and put everything in shape for a stormy 
night at sea. Just before we got to Cottage City a squall hit us; 
the rain was so heavy that the waves were killed, and a few 
minutes later the rain ceased and the sea came rolling up again. 

Nantucket Sound is not the easiest place to navigate in daylight 
and calm water, but with a night as dark as pitch and a wicked sea 
running we had our hands full keeping our boat on its course. 
From Cottage City to Gay Head the run was perfectly smooth, 
as Vineyard Sound is not very wide and Martha’s Vineyard cut 
off the wind to a great extent. We set our course here for Mon- 
tauk, and in the run across we encountered three hard squalls. 
The wind was blowing steadily from the northeast and the white- 
topped seas were rolling down on top of us. It was a gruelling 
task to keep the boat on its course, and we were very glad that 
she had the seagoing qualities of an ocean greyhound. 

Daylight broke Sunday morning with the weather cold and 
raw; however, a rift in the clouds to the east gave promise of 
letting the sun through before many hours. 7:30 a. m. found 
Shinnecock Light abeam, and at this time we were just 30 minutes 
late on our schedule laid out before we left Marblehead. This 
tardiness was due to the squalls we ran into off Block Island. 

Long Beach, Manhattan Beach and Coney Island were passed 
in quick succession, and we ran across the finish line at the Cres- 
cent Athletic Club’s dock, Ray Ridge, at 1:39 Sunday afternoon, 
making an elapsed time ot 27 hours 34 minutes and 45 seconds, 
clipping 4 hours and 16 minutes off the best previous record fos» 
the course. * 

Blue Peter V is 40 feet long, 8 feet wide and has a 50-60-horse- 
power Holmes auto marine motor. Under constant pressure for 
over 30 hours it never made a miss, running as smoothly as a 
clock and seemingly troubleproof, very little attention being paid 


to it by the engineer. 
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The Regatta of the Mississippi Valley Power Boat 
Association at Peoria 


By EN JAY 


HE third annual race 

i meet of the M. V. 

P. B. A. was the 

most successful from 

all points of view 

ever held in this 

country, if not in 

the world. Not only 

did it bring together 

the greatest fleet of 

fast boats and “speed 

bugs” that ever faced 

a starter, but it intro- 

duced them to the finest course for boat racing on inland waters. 

The course is a triangular one of five miles, every foot of which 

is visible from the immense grand stand running about seven 

hundred feet along the water front, with a seating capacity of 

five thousand. The meet was held under the auspices of the 

Illinois Valley Y. C., and to its commodore, Thos. H. Webb, and 

director A. T. Griffith, whose untiring efforts made of it the 
success that it was, much credit should be given. 

Some idea of the enthusiasm which the meet awakened can be 
gained from the fact that the merchants of the city had pledged 
themselves to the extent of $7,000 to guarantee the payment of 
the $4,000 in cash prizes offered and the other expenses incidental 
to carrying out such an enterprise. But on account of the interest 
displayed, they were only called upon for ten per cent. of their 
subscriptions, the receipts of the grand stand paying ninety per 
cent. of the expenses. 

The meeting opened on the morning of July 4th, and while the 
weather conditions were ideal in a general way, the wind was a 
trifle high for motor boat racing. 

The sight that met the eye when the preparatory gun was fired 
at 1:30 p. m. for the afternoon racing was certainly a beautiful 
one. The grand stand was filled to overflowing and the river front 
for one-half mile on either side was one solid mass of humanity, 
while both sides of the course were lined with hundreds of 
launches, most of them decorated. 

The first race was a five-mile dash between boats of not more 
than 30 feet over-all length and not exceeding a speed of ten 
miles an hour. In this, as in all of the other contests, the skippers 
were compelled to draw for positions. Six boats faced the starter, 
and for the first half there was a pretty race between Rama, Argo, 
Hindee and Jose Villa. On the last leg Rama and Argo drew 
away from the other contestants. Jose Villa, Hindee, Ivy Girl and 
Imp following in the order named. The summary: Class H, 30 
feet and under. Starting time, 2:01 p. m. 


Position. Boat. 


.. G. Hoffner, Peoria, Til. 


SR ren ee 

4 eens > {. ee, Ir. Peoria, Ill. 

Bas Petree see hes rennetsees idan & Lowe, Peoria, Til. ey 
ae. eeevatunhepanataiey Gower & Griffith, Peoria, Ml. peat koncd 
Imp.. Vent ae cle te fkwe va etntee. nee Peoria, Ill... 


The sieeia race, Class D, for boats not to dal 32 feet over 
all, brought to the starting line the fastest bunch of time-annihila- 
tors in the motor boat world that ever came together. And when 
the flag fell for the start the flying bunch of spray-makers took 
to the water with a crash and a bang, like the firing of a bat- 
tery of gatling guns, and presently out from the field 
shot the little M. V. II, a 20-foot wedge-shaped flyer, with 60 
horse motor. Close behind her was Mascot, throwing a shower 
of spray, and following in the order named came Beat It, El- 
bridge V, Teaser, Pirate, Helen C and the steamer Cero II. Turn- 


Owner. 
W. E. Persons, Peoria, Ill.. 


Elapsed Time. 


ing into the home stretch on the first lap, Dr. Hebbs, pilot of Mas- 
cot, was thrown overboard, and about one-half mile further on 
M. V. II, at that time leading the field by fully a quarter of a 
mile, shook her gasolene tanks loose and had to quit. At the 
first turn of the judge’s boat, Beat It was in the lead, running like 
wildfire and throwing a sea of foam not only on both sides, but 
over herself and crew as well. She was closely followed by El- 
bridge V. A short distance behind was the steamer, which up to 
this time had not been working well, but now, opened up, she 
seemed to fairly fly, and with a noise like a toy whistle blown 
by a small boy, she started to overhaul the leaders; and not much 
wonder, for Mr. Deming, her owner, acknowledges that the boat 
carries 300 horse-power. Teaser, Pirate and Helen C. were closely 
bunched and making a splendid race between themselves, but quite 
a distance behind the leaders. Passing the judge’s stand on the 
second lap, Cero II had passed Elbridge V and was rapidly over- 
hauling Beat It, which still had a comfortable lead, if pursued by 
any ordinary boat. At the upper turn for the last lap the pilot 
of the Beat It, blinded by the spray from his own craft, cut the 
turning mark by quite a distance and was followed by every boat 
except the steamer, which disqualified them. The steamer ran the 
full course, however, and was awarded the first prize. 
The summary: Class D. Distance, 15 miles. 
Boat. Elapsed Time. 


Owner. 
.... L. H. Mills, Chicago, Ill 
.... Robt. Deming, Cleveland, Ohio.. 
.... J. S. Seeley, ‘ochester, N. panes 
..++ J. A. Moritz, Quincy, iil.. os 
... Wm. Barnes, See 
Ss 0U0U!!!lUllt(“<‘ UC”! OC 
.... W. Sinnig, St. Louis, Mo 
E. Corsepius, Ft. Madison, Iowa 


Position. 

Beat It.. 
Cero II.. 
Elbridge V... 
Teaser. . 
Pirate.. 
Helen C.. 
M. V. II. CRE aes ae 
aR ER immianeapees 


The cabin cruisers started on a twenty-mile grind, four trips 
around the course, at 4 o'clock. They got off to a fairly good 
start, Allamakee II leading, but only for a short time, as the 
Sparks II soon passed her and was never headed again through- 
out the entire race. The boats finished in this order: 


Position. Owner. 
C. F. Sparks Alton, Ill 

2 W. S. Ferguson, St. Louis, Mo . 
3 ni enned 60% baer . A. Kron, St. Louis, Mo.. 


Elapsed Time. 


At 5:30 eight boats drew up to the ‘ealate s stand for the last 
race of the day, which was to establish a new world’s record for 
20-footers. At the starter’s flag, with a roar like a sham battle, 
they were off in a bunch. Soon Scamp III, closely followed by | 
Comet, drew away gradually from the rest, and at the end of the 
first lap they were leading Joker by a quarter of a mile, with 
Pronto the same distance in the rear, followed by Judgey and 
Wux II. Going up the back stretch Comet overhauled Scamp, 
and heading into the stretch, was leacing by a length. The race 


* Disqualified. + Withdrawn. 


RED TOP TUNING UP. 
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CERO II, STEAM DRIVEN, MAKING A MILE IN 1:49:04. 
down the home stretch between those two was a sight never to be 
forgotten by those who had the pleasure of witnessing it. Coming 
with the speed of an express train, the spray rolling back from 
their sleek sides, they resembled two enormous white birds, and 
when the announcement. was made from the judge’s stand, by 
megaphone, that a world’s record had been broken, a wave of 
cheers that deepened into a roar, as it swept from the grand stand 
up and down the shore, greeted Comet and its owner. 

Summary: Class E; twenty feet; distance, 10 miles. 


Position. ant, Owner. Elapsed Time 
Comet. .. Kelso & Hilsinger, Bellevue, Iowa. ..... 25.43 
Scamp II. ... Peterson Bros , Davenport, Iowa........ 26.06 
3 Toker... wees SO GO ae 30.39 
4 Pronto II.. .. Smith & Thede, Peoria, Ill......... 31.35 
5 Judgey . ... J Kelso, Bellevue, Iowa. . 32.02 
6 Wux Il,. . R. W. Ellis, Peoria, IIl.. 40.00 


Second ae iis 5:—A well-filled grand stand Sica the firing 
of the preparatory gun when the starters in the 26-foot class went 
over the line, attracted, no doubt, by the Free-For-All Champion- 
ship Race. 

The 26-foot race was ten miles, and a field of six was sent away 
well bunched at 2:01. The race, while run in fast time, was 
not as closely contested as the average “bug’’ would have liked, 
as the boats finished minutes apart. It was won by the Scamp 
III, built, owned and run by the Peterson brothers, of Daven- 
port, la.; Elbridge V, second; Missouri II, third; Vim, fourth. 

The 40- foot, free- for-all, that everyone was looking forward 
to, came next. The condition of several of the contesting boats 
left the probable outcome of the race a matter of deep conjecture, 
The New Hoosier Boy, owned by J. W. Whitlock, of Rising Sun, 
Ind., although carrying tremendous power, had practically never 
been run. Red Top, owned by W. E. Hughey, of Bellevue, Ia., 
had in her tryout ten days previously torn her engines loose from 
her hull. Cero II, owned by Robert Deming, of Cleveland it was 
whispered, could not hold steam for a 20-mile run at top speed, so 
the tip had been passed to look out for Fred Athearn’s Oshkosh, 
a piratical-looking, torpedo-shaped boat with a bunch of cylinders 
in her, each as big around as a beer barrel; but unfortunately for 
Fred, he could not make them work. The race was for a purse 
of $1,000, the $1,000 Thos. Webb Cup, the National Hotel Cup, 
and the M. V. P. B. A. Cup, emblematic of the championship of 
Western waters. 

After jockeying for a short time, the boats were sent away 
0a good start, except Oshkosh and Beat It, who were late 
Betting over the line. Cero II immediately went into the lead 


























LOADING ONE OF THE BELLEVUE, IA., FLEET FOR THE PEORIA RACES. 
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COMET AT TOP SPEED, 


with Hoosier Boy right at her heels, but before reaching the 
first turn, Cero II broke her injector, Hoosier Boy had carburetor 
troubles and Red Top shot to the front, never to be headed during 
the entire race. The new Hoosier Boy finished second, almost 
four minutes behind, leading Comet by one-half minute. 


Summary: Championship Race, forty feet, Free-For-All. 
Twenty miles. 
Position, Boat. Owner, Elapsed Time- 

1 Red Top.. ... W. E. Hughey, Bellevue, Iowa.. ; 43.40 

2 New Hoosier Boy.. ..» J. W. Whitlock, Rising Sun, Ind.. 47.16 

3 Comet. 4 ... Kelso & Hilsinger, Bellevue, I Towa... 47.58 

4 Beat It.. ... L. H. Mills, Chicago, Il ; 52.50 

5 Missouri II. . ... H. Lippert, St. Louis, Mo. 53.42 

6 Oshkosh.. eseeeeeeeees Fred Athearn, Oshkosh, Wi is. 55.40 

7 Vim. doa cscearvceccetess ec: Sau Peoria, Il).. 58.38 


The I. V. Y. Club 15-mile handicap for boats of more than 
12 miles an hour drew a field of eight starters, and was won by 
the Wux II, Pronto II second and Pirate II third, the others fin- 
ishing in the following order: Helen C., Pronto I, Mora D. 

Third day, July 6.—The last day of the races found the people 
still showing their enthusiasm in a substantial way by comfort- 
ably filling the big grand stand. The majority of the crowd had 
turned out to witness the I-mile against time trials and see for 
themselves the settlement of the contest between the steam-driven 
Cero II and the pick of gasolene-driven racers. Red Top, win- 
ner of the Western championship the previous day, was the boat 
chosen to uphold the honors of the gasolene-propelled launches. 
The start was from a point.one mile up the river and the finish 
was in front of the grand stand. Red Top was sent away first 
and, with her 8-cylinder motors wide open, she made a beautiful 
run, and when the judges hung up the time, 2.06.02, which was 
at a rate of 28.52 miles per hour and considerably better than 
her performance on the preceding day, the gasolene bugs felt safe. 
They had never seen the little steamer opened up, however. After 
a couple of preparatory turns she shot by the starter with throttles 
wide open, daylight showing under more than half her length, 
and the fastest mile ever run by a 32-foot boat was started. 
Straight as an arrow, apparently not running, but going in leaps, 
that peculiar whistling sound growing almost to a roar (no small 
boy blowing a toy whistle this time),-Cero IT shot over the finish- 
ing line in 1 :49:4. 

The 30-mile handicap, open to all starters, in Classes C, D, E 
and F, and handicapped according to their records in these races, 
was won by Pippen. This boat was built, owned and run by a 
16-year-old boy named E.-H. Lenck, of Muscatine, Ia. 


PIPPIN, BUILT, OWNED AND RUN BY A 16-YEAR-OLD BOY. 


The Ocean Race for ee 


Brooklyn Challenge Cup 


Photographs by L. deB. Handley and Bruce Ellison 


NTEREST in the pur- 
suit of the now historic 
Ocean Challenge Cup 

of the Brooklyn 
Yacht Club does not 
seem to lag with the 
passing of time, and 
this year found four 
boats ready to dispute 
its possession with H. 
A. Jackson, Jr., who 
won it for the New 
York A. C. last year 
with his sloop Vic- 
tory. F. G. Bragdon 
and Herbert L. Stone 
were the challengers, 

the former representing the Harlem Y. C., with his N. Y. Y. C. 

thirty-footer Amorita, and the latter the New Rochelle Y. C. with 

the sloop Waialua. Then there were as added contestants H. S. 

Duell’s “thirty” Rowdy, of the Ameri- 

can Y. C., and J. Milnes’ yawl Helena, 

of the Mariner’s Harbor Y. C. 

The Ocean Challenge Cup. was first 
offered in competition by the Brooklyn 
Yacht Club in 1905, when long-distance 
racing was a comparatively new thing, 
with the intention of promoting seaman- 
ship and the handling of small yachts 
under ocean conditions. It is a perpetual 
challenge cup to be held by the winning 
club for one year, or until challenged 
for thereafter, and the conditions call 
for a course of at least 200 miles out- 
side of headlands. The course this 
year was one calculated to test the 
capabilities of the yachts under all con- 
ditions, the start being made off 
Huckleberry Island, New Rochelle, go- 
ing down the Sound, through the 
Race, to and around Vineyard Light- 
ship off the entrance to Vineyard 
Sound, thence outside of Block Island 
and Long Island, finishing off the 
Brooklyn Yacht Club in Gravesend 
Bay. The five boats entered were rep- 
resentative ones that met well the con- 
ditions of the deed of gift, calling for 
boats of a seaworthy type, fully quali- 
fied to go over the long course. 

The race this year was a good one 
throughout, though also a trying one, for weather conditions of 
such a variety were met with as to thoroughly test the skill and 
endurance of the amateur crews, from which professionals in 
any capacity were barred by the rules. Light breezes and nerve- 
racking calms prevailed during the first part of the run, then 
came fogs and head winds, a nasty thrash to windward in a heavy 
sea and a hard blow. 

The Waialua, Rowdy and Amorita had uneventful trips out- 
side of the keen scrapping for the lead and finished in the order 
named early Tuesday morning, but the Victory found herself 
shorthanded by the defection of half her crew at the last moment, 


ROWDY SPORTED AN IMMENSE SPINNAKER. 


WAIALUA, WINNER OF THE BROOKLYN CHALLENGE CUP FOR 
THE NEW ROCHELLE Y. C. 


and after a splendidly plucky fight to Montauk Point her skipper 
abandoned the contest, while the Helena had to put into New 
London to leave one of her men and did not finish until two days 
after the leaders. It was a regret to all that Victory was with- 
drawn, for she had done remarkably well up to Vineyard Light- 
ship, turning it shortly after Amorita, and she would probably 
have been placed in the awards had she been able to continue to 
the end. 

When the starting signal was given on the morning of July ad 
the wind was very light in the southwest and a heavy heat haze 
hung over Long Island, shutting out the shore at any considerable 
distance. The fivé boats were at the line promptly and a num- 
ber of boats from Long Island Sound yacht clubs were on hand fo 
see the start. 

At 10:35 the preparatory gun was fired from Commander Fry's 
power-boat Mohican, and at 10:45 the fleet went over in close 
formation, the Waialua winning the honor of being first across, 
with Rowdy, Amorita, Victory and Helena following closely in 
the order named. 

Light airs from the W. S. W. allowed the use of spinnakers; 
from the start the Rowdy broke out an 
enormous one that immediately carried 
her to the front. But the wind soon be- 
gan to haul, and foot by foot the long 
poles had to be shifted forward until 
most of the boats resorted to sheeting 
them around the headstay, as ballooners. 
We on Waialua noticed then that the 
Rowdy’s advantage was not as marked, 
the big sail pulling her off as much as 
forward, and we edgéd up toward the 
Long Island shore, gaining rapidly by 
the move. When Matinicock ranged 
abeam at 11:54 we had secured leading 
position, with Rowdy a few hundred 
yards astern, Amorita as much behind 
her and Victory close on. Helena was 
doing poorly in the fitful breeze and 
was falling back fast. 

Presently the wind freshened and 
freed, again helping Rowdy, and she 
began to pick up. Off Lloyd’s she was 
close on our quarter. The run through 
Smithtown Bay cost the Waialua her 
lead, and off Oldfield, at 4:48, Rowdy 
showed well in front, Amorita was 
then about half a mile stern of us, Vic 
tory was just visible on the horizon and 
we had lost sight of Helena. 

It was great racing for the tw? 
leaders from Oldfield to within sight 
of Horton’s Point Light. A lucky streak brought Waialua 
alongside of the Rowdy and there followed a long neck-and-neck 
fight of many miles, during which we tried every trick we knew 
to pass our well-handled rival without being able to catch chet 
skipper, George Robinson, napping. The duel extended into the 
night, with only the side lights to tell us of each other’s positial 
but finally, after a short luffing match, which kept us very 0B 
for a few minutes, we squared off under Rowdy’s stern, wom® 
lead and slowly pulled away. Then the ballooner blanketed # 
rival’s port light and we saw no more of her until the next da 

We ran close to the beach, then, to escape the strong head tide 
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AMORITA COMING TO THE LINE, 










and to catch any breath of shore breeze that might be stirring, 
and for hours we struggled with the flapping canvas, trimming 
and jibing in a wearying attempt to take advantage of every puff. 
Eventually the lead line told us we were losing ground and we 
: dropped the hook. 

a When day broke no sail was in sight and the Sound lay around 
ME Bus, a sheet of glass, in flat calm. It was four o’clock before there 


a was an air enough to work us up on the anchor. We were soon 
ad under way and crawled, snail-like, up the shore. Rocky Point 
e did not range abeam until 8:50 and by then the tide had turned 
the favorable, so we headed amid Sound and began to beat up toward 
, the Race. The wind increased gradually and by the time we had 
/ made Little Gull Island we were sailing well. 
a suddenly, through the lifting haze, we caught sight of the 
| well-known sails of a “thirty” about a mile to leeward. The 
red glasses s : - 
sad Masses showed us it was the Rowdy. As we went about point- 
ind an 
* ing towards Race Rock, we saw her pass out of the Sound south 
ae of Gull Island. This was at 11:08 a.m. According to the logs of 
the other boats, Amorita did not go through until over an hour 
* later, with Victory shortly after her. Helena reached Plum Gut 


che oe 2p. m., but was unable to stem the tide, and after beating 
ack and forth until 5 o’clock, tried the Race, but with no more 

success, so she ran into New London to set ashore one of her 

her resuming the race at 11 a. m. the next morning. 

Two short tacks after Little Gull was passed kept Waialua in 
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HELENA, MARINER'S HARBOR Y. C. ENTRY. 








VICTORY, THE NEW YORK A. C. DEFENDER. 
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ROWDY, WINNER OF SECOND PRIZE. 








the fat of the tide until well in the open, when the question arose 
of whether to strike off shore towards Block Island or work the 
beach, Votes in favor of the latter prevailed and we came about, 
making Watch Hill at 1:13 p.m. Light head winds prevailed all 
the afternoon and 5:29 found us abeam of Point Jude. 

Towards sundown the breeze freshened and allowed us to lay 
our course for about an hour, then it headed us and died out com- 
pletely. A long oily swell was on the water and the boat tossed 
and rolled for what seemed hours with an infernal rattling of 
canvas and creaking of spars. 

When the wind came again it was on end and it brought’ with it 
a nasty fog that settled about us like a white pall. It was so thick 
that one could not disinguish the bow from the stern and through 
this smoky veil we crept in short tacks toward the lightship, 
horn bellowing and ears strained to the sound of approaching 
craft. The tide was setting strong from Buzzards Bay, our course 
kept us in the roadway of traffic, and the confusion of horns and 
whistles and sirens and trumpets made the night hideous. We 
heard steamer after steamer bear down on us, only to swerve 
when a collision seemed certain. Once a Sound boat came within 
so short a distance before heeding the frantic blasts of our horn 
that she had to reverse her engines to avoid hitting us. But our 
patent Biversone proved most reliable and we congratulated our- 
selves on having taken a first-class noise-maker aboard before 
starting. 

We were within a stone throw of the iightship before her big 
red danger signals became visible a little after midnight, but it 
was a glad moment when our Coston revealed our identity and 
a voice greeted us with: “You are first boat around, No. 2. Good 
luck to you.” Rowdy rounded at 3:42 a. m., Amorita at 4:36, 
Victory at 4:43, Helena at 7:30 p. m. July 4. 

A moderate breeze from the S. S. E. helped us along for awhile 
in spite of the lumpy water; then it hauled and freshened, strik- 
ing in angry puffs that bespoke storm. Dark clouds were bank- 
ing, a few drops of rain fell and with a falling barometer we be- 
gan to fear ugly weather. But our fears were not realized. After 
blowing hard for a half hour the wind fell and left us beating 
up to Block Island in a pounding seaway. On the starboard tack 
we met it bow on and it killed our speed, although the boat rode 
well and was comparatively dry. 

Getting the South Light abeam, at 6:45 a. m. we decided to ease 
our going by keeping on the port tack until we could lay Montauk. 
When we next came about the sloop received such a pounding as 








FLATTENING JIB-ON AMORITA, MAKING THINGS SNUG. 
she will not soon forget. The wind was blowing:hard, and rac- 
ing along with rail under the seas hit us with the force of a sledge 
hammer. _ Poor Waialua was like a submarine. Big crested 
waves broke over her bow, crashing on the cabin top and sluicing 
into the cockpit in drenching sheets. 

We had Montauk abeam, distant 2 miles, at 10:45 and hauled 
close for a beat down the beach, getting the wind in vicious puffs 
over the land. The going was so. bad that at 11 o’clock we de- 
cided to double reef the mainsail, but the work was no sooner done 
than it lightened, and. we shook them out again. Then after a 
short respite it took to blowing hard again and for the second 
time we took in two.reefs. Even then we had all we could carry, 
for it blew from fifteen to twenty. knots, with hard puffs from the 
northwest all day. . It was not until 5:50 that we could shake the 
reefs out for good. It was a glorious sail from then on. The 
wind held true all night, and with sheets siightly eased we logged 
around seven knots right up to the line, which we crossed at 
3:09 :30 (ship’s time) on the morning of July 5th. Rowdy came 
in second at 5:35 and Amorita third at 5:56. 

On board the Waialua were Herbert L. Stone, owner and cap- 
tain; L. DeB. Handley; John Alden, of Boston; C. H. J. Snider, 
of Toronto, and Henry Robinson, of New Rochelle. On the 
Rowdy were H. S. Duell, owner; George Robinson, Nelson 
Wolfe, Chas. Meyer and J. Hayward. Those on the Amorita, 
besides. F. B. Bragdon, owner, and Walter S. Sullivan, were Wil- 
liam Strauss, J. J. Bruns and Wm. Williams. With H. A. Jack- 
son, Jr., on the Victory were Charles Ruderman, mate; Harry 
Anderson and A. Robinson. The crew of the yawl Helena were 
J: Milnes, Jr., master; M. Milnes, mate; C. Rimmer, M. Morris, 
W. Stirling and H. Stinemire. 

The summary: 

BROOKLYN YACHT CLUB CHALLENGE Cup. 

Course, 280 miles. Start, 10:45 a. m. July 2, from Huckleberry 
Island, Long Island Sound. Finish, Gravesend Bay, July 5, a. m. 
Finish. Elapsed Time. Corrected Time. 
H. M. S. H. M.S. H. M. S. 
3:10:12 64:25:12 62:44:57 
5:35 :00 66 :50 :00 66 :37 :00 
6:04 :00 67 :19 :00 67 :19 :00 
Not timed. 

Not timed, 119 :37 :00 (approximately). 


Yacht and Owner. 
Waialua—H. L. Stone 
Rowdy—H. S. Duell 
Atmorita—F, G, Bragdon.... 
Victery—-H. A. Jackson, Jr. 
Helena—J. Milnes.......... 


Loc or AmorirTa. 
July 2, 1910. 

m.—Start. 

m.—Eaton’s Point bearing S. wind West 6 miles course 
East. 

m.—Old Field Point bearing S. 4% mile, course E. % S. 
Put out taffrail log, reading 26.7. 

. m.—Took in spinnaker. Light air from S. Course E. 

by N.%N. On the log 40. Weather hazy. 





PASSING MONTAUK ON: WAIALUA, 


OVERHAULING THE REEF PENNANT. 


July 3, 1910. 
12 a. m.—Course E.N.E. On the log 48 miles. 
calm. 

4:00 a. m.—Light air from south. Log 50.4. Course E. by 
N. YN. 

m.—Course E. by N. Log 64.2. Cornfield Point Light- 
ship bearing N. W. by W. 2 miles 

. m.—Race Rock bearing N. W. (% mile). Log 758. 

. m—Watch Hill light bearing W. by N. 1 mile. Log 

88.6. Wind S.E. Short tacks along the beach. 
July 4, 1910. 

. m.—Log 113. Course E. Point Judith bearing N. 

|. m.—Sighted Victory 1 mile astern and to leeward. 

. m—Passed Vineyard Sound Lightship. Log 139. 

Wind in westerly quarter (shifting). 

. m.—Point Judith whistle bearing N. W. 
starboard tack S. W. by S. 

m.—Took in log to clear lobster buoys off Block Island. 

m.—Block Island (south light) bearing N. % mile. 
Wind W. N. W. Course S. W. by W.. Put out 
log reading 177.2. Block Island S. light bearing 
E. by N. 1 mile. 

1:30 p m.—Montauk Point bearing N. 3 miles. Log 1915. 
Wind N. W. by N. Course W. by N. 

m.—Passed Shinnecock Light (4% mile) log 223.00. 

m.—Log reads 235.8. Course W. by S. wind N. 

July 5, 1910. 

m.—Fire Island light bearing N. log 262.5. Course W. 
Wind N. Crossed finish line in Gravesend Bay 
at 5:56.a. m. 


Almost dead 


10:00 a. 


12:45 
3 +30 


12:30 
4:25 
4:36 
Q :25 Log 167.7 
10:50 a. 
11:10 a. 


6:10 p. 
8:00 p. 


12:15 a. 


Loc oF YAWL HELENA. 
July 2, 1910. 

Crossed the line at 10:46 a. m.; breeze very light. Set spit- 
naker and ballooner and worked over to the Long Island shore 
with the expectation that southerly breezes would set in towards 
evening, but wind held westerly all the way down. Lost sight of 
the other boats about one hour after start. 

Eaton’s Neck Point abeam 3 p. m., wind dropping; we thet 
stood away for Old Field Point Light, and picked it up abou! 
7 p.m. Almost becalmed. Laid a straight course from hert 
for Horton’s Point, which we had abeam at 9 a. m. 

Sunday, July 3—Wind changed to S. E. and we had a dead 
beat to Plum Gut, making it at 2:30 p.m. The tide being about 
the beginning of the flood, and the wind dying down we could 
not make any headway and beat about until 5 p. m., but could no 
get through. Finally gave it up after beating back and forth and 
making no headway, though we seemed to be going at about 
5-mile clip through the water. Shaped a course for the Ract 

(Continued on page 160.) 
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T is not often that an annual long-distance racing fixture holds 
the popular interest as does the Block Island Race of the 
New York Athletic Club. Inaugurated seven years ago 

when long-distance racing for small boats was a new thing, and 

when the average yachtsman with boats under 32 feet water line 
confined his racing to short triangular events, and even on cruisers 
short daily runs with a sheltered harbor to make at evening was 
the custom, the race from New Rochelle to Block Island has grown 
steadily, until the last two years it has seen more starters than 
any other event of this kind, no matter where held. This is largely 
due to the character of 
the course—a hundred- 
mile run being just 
long enough to allow 
the boats to usually 
finish within twenty- 
four hours—and also 
owing to the fact that 
it usually has been a 
slide down the wind, 
where the small boats 
have an excellent 
chance of saving their 
allowance on the larger 
yachts. Added to this 
is the fact that the race 
ends in a picturesque 

little harbor where a 

breathing spell may be 

taken before the run 
home. 

This year’s race 
showed no diminution 
of interest in the now 
classic event, there be- 
ing 42 entries, 33 of 
which appeared at the starting line at 11 o'clock Saturday morn- 
ing, June 25, ready for the long fight. 

It seemed at the start as if the usual run down the wind was 
at last to be changed to a long thresh to the eastward, as the 
wind was coming out of that quarter in the early morning, being 


Sa ae 





WANDERER IV, THE WINNER, FINISHING 


fairly fresh and giving the promise of a fine sailing breeze. These 
ons held until the boats were sent away at 11:15 on the 
gun from Commodore Fry’s launch Mohawk. 

The boats were all bunched as they went over the line, most 


condi 


‘ START OF THE SEVENTH ANNUAL BLOCK ISLAND RACE 
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of them hugging the southerly end and crossing on the starboard 
tack, laying a course towards the New York shore. Soon after 
crossing a number of the boats came about and stood towards the 
Long Island shore to get in behind Matinicock Point and out of 
the strong flood tide that was running. The fleet was split into 
two divisions by this move, a number of the skippers choosing 
the New York and Connecticut shores, thinking that the wind 
would come northerly off the land, the others following the time- 
honored custom of hugging the Long Island shore, looking for a 
shift of wind to the southerly. As a matter of fact the wind did 
haul to the southeast some two hours later, and after that to the 
south, though there was not much to choose between the two 
divisions, as the leaders of each arrived the following morning 
off West Harbor, Block Island, close together. Of those that 
followed the southerly shore, Notos, Crescent, Florence and In- 
terim soon worked out a lead, as they made tack and tack down 
the beach. With a shift of wind and a change in the tide, the 
leaders, of course, got it first, and the fleet was soon strung out 
in a long procession. It was slow going at first, as the wind 
lightened considerably ; but when it finally came in southeasterly, 
it freshened so that the boats could lay their course close-hauled 
for Old Field Point. After passing Oak Neck, ballooners could 
be carried, and a number of the boats broke them out, and gained 
thereby. Lloyd’s Neck was reached by the leaders about two 
o’clock, and from there down it was easy sailing, with rails just 
awash and the wind freeing enough to allow the sheets to be well 
started. 
Wanderer IV 
pulled up on the 
leaders as soon as 
the wind freed, 
and she and In- “4 
terim hada great. 1 
fight all the af- 
ternoon and night 
and right down to 


West Harbor. 
After passing 
Port Jefferson 


the squadron 
worked in close to 
the beach, while 
those boats that 
had been on 
the Connectitcut 





INTERIM, WINNER OF SECOND PRIZE. 


ROWDY TOOK TIME PRIZE. 


shore stood more out in mid-Sound, to get the benefit of the breeze. 
As the sun went down the wind lightened, though it held suffi- 
ciently strong up to 11 o’clock to carry the leaders up to Plum Gut, 
backing round far enough to the south to allow spinnakers to be 
carried. Those that hugged the beach too closely seemed to have 
lost by it, as there was more air stirring off shore, which more 
than made up for the head tide which was still running. 

The moon came up a little after 11, and as it rose the wind 
dropped, leaving the boats with hardly steerage way. ‘The tide 
was now fair, however, and the leaders drifted through the Gut 
or the Race with spinnakers set, slatting the fitful wind out of 
their sails as they worked in the tide rips, with a tattoo of reef 
nettles that was heart-breaking to the yachtsmen. There was a 
heavy dew, which soaked the canvas and ropes as if it had been 
raining. 

Daylight showed in the east before the north light on Block 
Island had been raised, and with it the wind dropped entirely 
and the boats sagged along in the long swell that came from 
Montauk. When it was light enough to see, the lookouts on the 
leading yachts of the southern division could make out two or 
three sails to the northward coming through The Race, showing 
that the boats that had taken the Connecticut shore were still to 
be reckoned with. A very light breeze sprang up about 6 o’clock, 
which, with a fair tide, carried Rowdy, Crescent, Notos, Wanderer 
and Interim into the harbor and across the finish line at the com- 
mittee boat swinging wide with the tideway. 

Rowdy came down from the north carrying a huge spinnaker 
with a pole as long as the main boom to starboard, and a ballooner 
to port, fairly smothered with canvas, while Crescent, having 
been set down somewhat by the tide, was coming up from the 
south. They met just off the harbor entrance, and Crescent’s lead 
was lost in the last few hundred yards of sailing, Rowdy crossing 
the line hardly more than fifty yards ahead of her at 7:55:10. The 


AFTER 9.45 THE BOATS FINISHED IN BUNCHES. 


CRESCENT PUSHED ROWDY HARD. 


breeze was freshening all the time from the southwest, bringing 
up the ones in the rear very fast, so that after 9:45 the boats 
finished close together. 

When corrected times were figured, it was seen that Wanderer 
IV had won with plenty to spare, her corrected time being 6:18, 
with Interim second. Crescent took third place on corrected time, 
Rowdy fourth and the little Chinook fifth. The prize for the 
fastest time made over the course went to Rowdy, while the prize 





for the handicap class was taken by the yawl Grace II. 


The 


boats that started with finishing and corrected times follow: 
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Lent. 
46.6 
44. 
43.6 


—.. oe 
43.6 


owdy..... 
Florence... . 
Crescent.... 


Victory... .. 
Waialua... . 
Tillicum II. 
Newasi..... 


Interim... .. 
Naiad...... 


Wanderer IV 
Insurgent.. 
Wabun.. 3. 
Keewayden III 33. 
Maryola.. 33. 


Grace II... 
Wahkan II. 
- apie II. 


sm gga ie 
Guardia.. 
Cricket... .. 
Nereid 
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START OF THE POWER BOAT RACE AT 5.00 P. M. 
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Start 11:15 A. M—JuUNE 25 
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Finished after time limit. 


. Did not finish. 


ontinued on page 162.) 
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The Cornfield Lightship Race for the Yachting Cup 


Photographs by L. deB. Handley and J. M. Robinson 


Echo Bay on the morning of July 9 to take part in the 

Cornfield Lightship race for the Yachting Cup, held under 
the auspices of the New Rochelle Y. C. Noticeable among them 
were such recent creations in racing craft as Stuyvesant Wain- 
wright’s Cara Mia, the Monks Brothers’ Windward and W. H. 
Childs’ More Joy. The full list included A. G. Hill’s Crescent, 
C. W. Voltz’s Kenosha II, P. V. Giffen’s Essex, G. K. Benson’s 
Notos, W. H. Judson’s little schooner Pagan, 
and M. V. Houck’s Dixie. 

To some the gods of luck were not kind, 
and there was universal regret expressed 
after the race that so good a skipper as 
Wainwright should be among the ill favored. 
After sailing a splendid race to the light- 
ship and rounding full two hours ahead 
of second boat, the Cara Mia fell into 
a dead calm and was held there, bob- 
bing without steerageway, while the more 
fortunate caught a good breeze under the 
Long Island shore and not only made up the 
lost distance but won a winning lead. More 
Joy, in particular, was credited with having 
most of the luck, but we who were within 
hail of her throughout the long journey 
home, and in a position to observe the un- 
erring judgment with which “Billy” Swan, 
her skipper, took advantage of every oppor- 
tunity, and the faultless manner in which 
her crew handled the sails, could not but 
recognize that her cleancut victory was 
earned and well deserved. 

The fleet was sent off at 11 :30 and crossed 
in lazy fashion the starting line, set between 
the committee boat Scud and the buoy on 
Hick’s Ledge. A. light easterly air barely 
filled sails and gave the contestants a slow beat to windward 
against the flooding tide. The course lay amid Sound to Corn- 
field Lightship and back, a distance of 140 nautical miles. 

From the very start the fleet broke into two divisions. Cara 
Mia led Notos, Crescent and Essex, in the order named toward 


§ was an unusually good fleet of nine boats that met at 


FIRST PRIZE. 





PRESENTED BY YACHTING 


WHEN THE BREEZE STRUCK IN OFF HORTON’S POINT. 
(109) 


Larchmont, on the starboard tack, while More Joy, followed by 
Kenosha and Pagan, headed for Matinicock Point. In an hour’s 
time the boats were scattered in every direction. 

When the foremost came in line with Parsonage Point, three 
boats held the van, almost abeam; More Joy close to the Long 
Island beach, Cara Mia in mid Sound and Crescent along the 
New York shore. And here the wind died out and left them for 
several hours in the doldrums, with a deadly sun pouring suf- 
. focating heat upon them. More Joy was the 
first to pick the next breath of air that stirred 
from the South, and she forged ahead; then 
Cara Mia found it and glided after her, but 
it was some time before it reached Crescent, 
and by then everyone had it. The Pagan, 
Essex and Kenosha having followed More 
Joy, profited by their good position, and so 
did Windward, who was gradually drawing 
over to them, but Notos was still behind 
Crescent and fared badly. 

The breeze was fluky and fitful until nearly 
four o’clock. Then it came out, moderate but 
steady, from the SSE and, balloon jibs belly- 
ing, the fleet sprang into action. Off Lloyds 
Neck the two divisions began to converge 
and when they came together off Eaton’s 
Light the Cara Mia was making the pace, 
quite a little ahead of More Joy and Crescent, 
now abreast of and leading Essex by a short 
margin. With the leaders in this order dark- 
ness hid the racers from view. 

It was a trying night; one of those long, 
tedious nights which sailors hate because no 
steady wind is felt and the gentle zephyrs 
that blow hither and yon allow the crews no 
rest. It is a case of shift sails and trim them 
every few minutes, in the vain endeavor to 
get every possible inch out of the elu- 
sive puff, and men grow weary and 
irritable under the continued strain. 
There is no telling what happened dur- 
ing those hours of streaky airs, but 





NOTOS IN THE FOREGROUND, 
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all advanced sluggishly at 
snail’s pace and the rearmost 
seemed, if anything, to have the 
best of it. 

It was dawn before Cara 
Mia, still leading, made Faulk- 
ner’s Isiand and the conditions 
had not improved much when 
she rounded the lightship. The 
wind was very light and a roll- 
ing mist floated over the water. 

Four boats came to the light- 
ship in close formation a couple 
of hours after Cara Mia— 
More Joy, Notos, Pagan and 
Crescent. When they squared 
off for the return and set spin- 
nakers to port they were almost 
abreast and so near each other 
that the crews were able to ex- 
change greetings and chat 
pleasantly without even shout- 
ing. 

Crescent broke up the com- 
bination. Having a predilec- 
tion for the Long Island shore 
and noting that the others were 
holding to the true course, she 
slipped her spinnaker forward, 
edged across More Joy’s stern 
and was soon gliding toward 
Horton’s Point. The move 
gave her the lead of the 
quartet, but she only held it until within a short half mile of the 
beach. Here, noting a streak of wind that could be seen ruffling 
the waters of a little bay ahead, she gibed, took in spinnaker and 
proceeded under ballooner, altering her course in the hope of 
getting the breeze first. But More Joy was not napping. She 
read the signs aright and, hastily dropping light sails in favor of 
a working jib, she swung inshore and forced the luck. A few 
minutes later she was ploughing along close hauled with the 
water at her rail, while her rivals still lay becalmed. Crescent 
got the breeze next and started in hot pursuit, then Notos felt it 
and joined the chase, and the three stepped out in lively proces- 
sion, leaving Pagan, 
who had chosen the 
other shore, hope- 
lessly in the ruck. 

The new breeze 
was stiff but decid- 
edly unsteady. While 
the boats were travel- 
ing at high speed. 
with sails hard full, 
there would suddenly 
come a heading slant 
that set all canvas 
backing, and one had 
either to turn wide or 
go swiftly about. It 
required tall handling 
to take advantage of 
these unexpected 
shifts and it was a 
curious sight to see 
the three craft point 
up and down and go 





CARA MIA BECALMED OFF LARCH MONT. 


YACHTING 


MORE JOY, THE WINNER, COMING TO THE STARTING LINE THROUGH 
THE HAZE, 


AUGUST, I9I0 


about every few minutes, as if 
gone suddenly crazy. More 
Joy held her lead against her 
larger rivals in this  three- 
handed duel, and if luck fa- 
vored her she certainly found 
way to profit by it. It was not 
until Horton’s Point had been 
cleared and a steady blow was 
found in the open bay that the 
more powerful Notos first over- 
took Crescent and then passed 
her. From here until Oak 
Neck the fleet held a slashing 
breeze that at first did not ex- 
tend more than a mile from 
shore but gradually worked out 
and then became universal. 

Meanwhile Cara Mia, Wind- 
ward, Essex and Kenosha had 
been making every effort to 
reach the favored zone, but 
were left badly before they suc- 
ceeded. Still, there were yet 
fifty miles to cover before the 
finish, and in the heavy lump 
and stiff wind the giants of the 
diminutive fleet would have all 
the best of it. 

Windward began to eat up 
the distance in wonderful style 
as soon as she felt the full 
sweep of the wind, and she 
made a pretty picture boiling along at nine knots an hour and 
throwing high, great clouds of spray as her sharp bow hit the 
swells with terrific force. Opposite Duck Island she drew abreast 
of Crescent, then passed her,.overhauled More Joy, and eventually 
came abeam of Notos. And while Cara Mia was slowly cutting 
down Crescent’s lead, the two foremost boats entered upon as 
pretty a neck-and-neck fight as was ever witnessed around a 
short triangular course. For forty miles they raced side by side 
without being able to shake one another, and when the keen 
struggle came to a 
close at the finish 
line there was no 
separating them. The 
unusual spectacle of 
two boats making a 
dead heat of a 140- 
mile sailing race was 
witnessed. They 
passed Hicks Ledge 
buoy at 9.09.30. 

More Joy and Cres- * 
cent came _ together 
off Lloyd’s Neck and 
clung to each other 
for a few miles; then 
Cara Mia closed in 
dangerously upon 
them, and Crescent, 
realizing that More 
Joy had too great an 
allowance to be de- 
feated, swerved to the 
newcomer. It was 
(Contin’d on p. 158.) 


KENOSHA II WON SECOND PRIZE. 








Some Cruising Conveniences for an Open Boat 


By K, E. TREADWELL 


[This is another article by one of our readers on the fitting of open boats for cruising purposes, and will be found to contain much valuable information on 


the subject. 
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FIG. I.—THE MESS CHEST, FOLDED, LOCKED AND STRAPPED. WITH A 


CUSHION ON TOP IT MAKES A COMFORTABLE SEAT. 


N the July issue of YACHTING was an article by Mary A. 
Young, in which was described the cruising equipment of 
a 23-foot open boat. It was such a thoroughly good and 
practical article that I am tempted to add my mite of help to the 
good work, showing the practicability of the open launch as a 
cruising boat. 
‘ My boat is a trifle longer than Youngster. She is, to be exact, 
26% feet in length over all, but being of the compromise stern 
é type, I don’t get any more real room than the skipper of 
F Youngster has at his disposal. In fact, as my beam is but 6 
‘ feet 4 inches, I don’t have quite as much. 
My cockpit is divided into two parts. In the forward part is 
placed the engine, and along each side run locker seats 10 feet 


E in length. The after cockpit, with the exception of an athwart- 
' ship lazy-back seat, at the stern, is entirely open. In the after 


cockpit | carry a combination mess chest and table. The chest is 
4 48 inches in length, 10 inches high and 15 inches wide. When 
folded it appears as in Figure 1, and I throw a cushion over it 
and use it as a seat. When opened up, and the legs dropped, it 
assumes the form of a table, with a mess compartment in the 


: centre, as shown in illustration No. 2. 
The long leaves at back and front are hinged; the small leaves 


at the ends are held in place by means of bent pieces of brass. 
ie Each leaf is braced underneath by means of a bent wire bracket, 

which swings out when used as a support, and when not in use 
folds up against the side of the box and is held folded by a small 
brass clip, 

Into each of the open spaces at either end of the chest a tin 
box without a top fits snugly. These tin boxes may be lifted out 
for cleaning, and in one of them I carry my cooking and table 
ware, and in the other loose provisions. 

The four centre boxes, shown in drawing No. 2, are of tin with 
close fitting covers. Each of these measures 15 inches in length, 
3/2 inches in width, and 8 inches in depth. In one I carry flour, 
m another sugar, in another coffee and in another small: stores, 
such as baking powder, pepper, salt, etc., in small tins. A tin tray, 
which fits on top of these small boxes, carries knives, forks, 
spoons, can opener, corkscrew, etc. 

The beauty of the proposition lies in the fact that when the 
boat is used for an afternoon run, and the after cockpit space is 
needed for chairs, the whole commissary department can be locked 
and stored away in the boat house. 
have found it a very good way when carrying eggs on a 
‘Tulse to put them in the tins containing the sugar, flour and 
=. Quite a number of eggs can be carried in this way, and 

ey are safer, so packed, than in any other way which I have yet 
discovered, 

P For really heavy cooking, such as frying steak, boiling potatoes, 
¢., I «se a Khotal stove, which I carry in the galvanized deck 
ucket under the after cockpit seat, but for making coffee, tea 
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We will be glad to have other stories along these lines from our readers.—Epr1rTor.] 


and heating canned goods, I use one of the little cooking kits, 
which consists of a small stove burning denatured alcohol, and 
two tin pails nesting one within the other. With this small stove 
it is possible to boil eggs, make coffee and fry bacon, getting up 
a breakfast for two people in a very few minutes. 

Speaking of a quick breakfast, I usuaily carry a few tins of 
corned beef hash, which may be warmed up in a frying pan in 
a very brief time, and with a couple of boiled eggs broken over 
it, makes a quick and appetizing breakfast. 

Anyone who has ever used an alcohol stove in the open knows 
how susceptible it is to air currents, and how hard it is to obtain 
anything like its full heat when a breeze is stirring. The large 
tin boxes of my grub kit, which I have already mentioned, have 
helped me circumvent this difficulty. When cooking with the al- 
cohol stove I simply clean one of them out and put my alcohol 
stove into it, thus protecting the flame from about eighty per cent. 
of the breeze, and if the boat should roll sufficiently to upset both 
stove and grub, there is no danger of a conflagration spreading 
and no necessity of picking up the meal with the boat scoop. With 
this combination I have found it possible to cook a meal under my 
spray hood in very windy weather, and to do so with a feeling of 
security not often obtainable when trying to convert an open boat 
into a galley. 

I note that Youngster carries her water supply in an earthen 
jug. I carry mine in a couple of canvas water bottles, holding 
about three gallons each. These possess the advantage of not 
occupying any space when empty, as they can be folded up and 
shoved into a locker, and also if the boat begins to jump a trifle, 
there is no danger of breaking. Incidentally, they represent no 
dead weight. 

For Saturday and Sunday cruises I don’t bother making coffee. 
I carry along with me a couple of quart Thermos bottles, which 
will keep the coffee drinkably hot for twenty-four hours at a 
stretch. Ona long cruise I usually take along four quart Thermos 
bottles, and when loading up with water at a spring, the first 
thing I do is to fill these bottles, so that I am sure of plerity of 
cold drinks for some time ahead. When the Thermos bottles are 
emptied I am usually thirsty enough not to be critical as to the 
temperature of the water from the canvas jugs. 

Across the forward cockpit I lay six ash strips 4 inches wide 
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FIG. 2.—WITH LEGS LET DOWN AND LIDS SPREAD OUT AS LEAVES THE MESS 
CHEST BECOMES A TABLE WHICH WILL ACCOMMODATE FOUR PEOPLE. 
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and 1 inch thick. On these I pile my cushions and air bed and 
have a comfortable couch extending across the width of the for- 
ward cockpit. With my spray hood snugly down and the curtains 
in the back fastened together, I have a small cabin with full head- 
room, and with space on each side of the engine in which to stand 
when dressing. My air bed I carry in a waterproof canvas bag 
with a draw-string top. My blankets I wrap up in another piece 
of waterproof canvas and stow under the after-deck. My spare 
clothing and toilet case I carry ina second waterproof bag, similar 
to that which contains the air bed. 

These bags, which really are absolutely waterproof, and which 
if thrown overboard will float for hours without a drop of mois- 
ture penetrating, are the only means I have discovered for keep- 
ing things absolutely dry aboard a boat. 

For lighting the spray hood cabin at night, I use a little 4 candle- 
power, 6-volt trouble lamp, which I hang from one of the spray 
hood bows and which is connected up with my dry cell ignition 


The Month 


HOSE who persist in. knowing nothing about the catboat— 
and there are many such throughout the country—are by 
no means the rounded yachtsmen they think they are. Say 

what you please, no type of boat offers more sport in the way of 
single-handed sailing than the cat. Every minute is filled with ex- 
citement and the lubber in handling her is liable to have more 
excitement in the course of the afternoon than he can find it in 
him to enjoy. The catboat may be termed a fundamental type; 
raceabouts, knockabouts, “bugs” and “skeeters” may come and go, 
but the catboat will always go on, somewhat improved as to hull 
and sail plan perhaps, but as to general type the same. You find 
catboats at places where you had no idea that the sport of yacht- 
ing existed; and as the type, except in a few instances, has never 
degenerated into a racing machine, but has accommodations more 
or less ample, it is valuable for cruising as well as for racing. 
Of course there are many varieties of cats throughout the country, 
but I am thinking especially now of the cats of Great South Bay, 
with their roomy, if flimsy, cabins and the cockpit boats of South 
Jersey. They 
are not to be 
compared, of 
course, as to 
weatherly quali- 
ties with the 
storm-defying 
Cape Cod cat- 
boats, but for 
their purpose, 
which is pleas- 
ure for the ama- 
teur sailor, they 
are unrivaled. 
Besides they are 
cheap. You can 
buy a catboat 


Photo by F. A. Walter. 
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battery. I don’t bother about a switch; simply screw the_ bulb 
tight into the socket to get a light and loosen it a trifle when | 
want to “blow it out.” During the day I wind the wiring around 
the trouble lamp and stow it away in a small round box next to 
the battery, from which I do not disconnect it, so it.is always ready 
for service at a-moment’s notice. This trouble light is all right 
to use when puttering around the engine or for illuminating un- 
derneath the spray hood when undressing or making the bed, but 
when eating after dark in the cockpit I early discovered the need 
of something that would give a tremendous amount of light. 

For this purpose I use one of the small cylindrical tanks in 
which is compressed a charge of acetylene gas. To the top of 
the tank is fitted the burner, and the feed of the gas is governed 
by a key, which may be detached when not in use. With this 
arrangement standing on the table, there is no shadow, and the 
entire boat is brightly illuminated, a very great convenience when- 
ever it becomes necessary to prepare and eat a meal after dark. 





in Yachting 


for a song, and in shallow waters no craft is better in which to 
learn the rudiments of sailing. 

All this apropos of a letter from a friend, with whom I used to 
knock about on the Manasquan River in South Jersey in a 17- 
footer, regarding a recent catboat regatta on the Detroit River. 
It was, to be exact, the Detroit Boat Club’s annual catboat re- 
gatta, held on June 25, in which twenty-one single stickers: were 
entered. There was great enthusiasm over the race and boats 
representing the Detroit Boat Club, Detroit Yacht Club, Solvay 
Yacht Club, Edgemere Yacht Club, Monroe Yiacht Club and the 
Toledo Yacht Club were at the line. The classic cup was captured 
by the Detroit Yacht Club, which won first, third and fifth posi- 
tions, netting thirty-nine points; the Detroit Boat Club landed 
second and eighth places, making twenty-seven points; Toledo 
made third place by virtue of landing the sixth and twelfth posi 
tions, seventeen points, and Solvay, Country Club, Edgemere ané 
Monroe followed in order named with fifteen, twelve, seven and 
six points respectively. My friend suggests that future races 
would be en- | 
hanced by  (ipgieee tas (eis ig. Mee seein seater 
changing the lo- eS 
cation of the © 
first stake, usu- ~~ 
ally set at the | 
north end of | 
Belle Isle, where 
a disagreeable 
current setting 
in. from Lake 
St. Clair is in- > 
evitably en- , 
countered. In 
front_of. the city 
water works the 
current is bad 
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enough even when not abetted by a wind blowing in the same direc- 
tion. This conjunction of disagreeable circumstances was to be 
noted in the regatta of which I am speaking, the result being that 
only twelve of the twenty-one entrants finished. The others, 
which, in fact, had the most favorable positions on the first leg, 
were caught, in a yeritable trap between Belle Isle and the water 
works, and “in the falling wind made about as much headway 


backward, to fall into Irish construction, as forward. (Detroit 
papers please copy.) 
Catboat, racing under proper conditions is rare sport. Detroit 


is one of the few places in the country where a specialty is made 
of it—not that swift sloops are neglected. Great South Bay is 
another center of catboat racing, and Barnegat Bay; likewise the 
Manasquan River at Point Pleasant, N. J., a body of water which 
through its shallowness might be recommended to any boy who 
wished to learn to sail. I wonder if Capt. Clark, he of the wooden 
leg, supplying the limb lost in the Civil War, still turns out cats 
as swift as those of fifteen years ago? He was the Herreshoff of 
South Jersey in those days, and I often wondered what he would 
have done in the small sloop line had fortune placed him on Long 
Island Sound, Buzzards Bay or some such body of water, in- 
stead of the comparatively isolated Manasquan. Certainly his cats 
used to go like streaks, and still do, if happily he lives and builds 
boats. ‘ 

In the death of Walter B. Kerr, one.of the regatta committee 
of the New York Yacht Club, the sport of yachting suffers a loss 
to be compared only to that sustained through the death of 
Robert Center some years ago. A man whose business interests 
were large and important, he yet found time to serve upon other 
clubs along the Sound whenever it was requested, which was not 
infrequently. His was an ardent and progressive personality, 
and his place not only in yachting but in the hearts of all who 
knew him will not soon be filled. 

It was last September, when he was one of the regatta committee 
which handled the races between Naulahka and Windward for the 
Manhasset Bay Cup, that the question of this year’s cruise of the 
New York Yacht Club came up. They were all sitting in the 
stern of W. B. Duncan’s gasolene yacht waiting for a wind and 
Mr. Duncan was quizzically informing Mr. Kerr that if the re- 
gatta committee expected the sailing men to face such a cruise 
as was arranged last year—from Newport to Portland, Me.—it 
(the committee) must induce the steam yacht men to steam ahead 
of the windjammers in double column, spurting oil over the course. 

“Well,” said Mr. Kerr, “I have been looking around and I can’t 
find any interesting ocean course to suggest. New York is 
badly placed in that way. I don’t suppose we could repeat 
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AVENGER, WHICH HAS FOUND HER MATCH IN THE NEW SHIMNA, 


the Portland cruise and be popular, but we might do worse.” 

Events following Mr. Kerr’s death have demonstrated the truth 
of his words. The club has done worse, as a glance at the itinerary 
of the 1910 cruise shows. First we have Glen Cove as rendez- 
vous, with a twenty-five mile jaunt to Huntington as the first day’s 
run. Then will come a run to New London; then New London 
to Newport; next Newport to Vineyard Haven; next from Vine- 
yard Haven across Buzzards Bay to New Bedford, and finally back 
to Newport. The regatta committee will not be obliged to trans- 
fer to a large steam yacht this year; they can go in a motor launch 
if they wish without risking much danger of a wetting. And as 
for Commodore James’ new leviathan Aloha, I doubt that the 
marine underwriters will impose extra-hazardous risk premiums. 

Oh, yes, some will say, it is very easy to criticise; but what do 
you suggest? Well, I suggest something like this: New London 
to Newport; Newport to the Vineyard; Vineyard Haven to 
Marblehead; Marblehead to Provincetown. Anything, in fact, 
but the same old Sound grind eight years out of ten. Or if the 
itinerary I have suggested be regarded as too arduous, let us 
have Whitestone, City Island, Larchmont, Greenwich, Bridgeport 
and then a gallant, hair-raising dash across the Sound to Port 
Jefferson. 

It is good to see another Vanderbilt in the racing game. I re- 
fer to Harold S. Vanderbilt, who is actively engaged in sailing 
his new Herreshoff schooner Vagrant. Cornelius Vanderbilt is a 
good sailor and is generally to be found at the stick of his 65- 
footer Aurora. But he is the only other member of the family 
engaged in sailing at the present time. Vagrant has just taken 
part in the Bermuda race, which she won, and wil! figure 
in the squadron run of the New York Yacht Club later in the 
season, and stands a chance of getting away with a lot of mugs. 

So far, Alexander S. Cochrane’s schooner Westward, under the 
skilled hand of Capt. “Charley” Barr, has found the German 
yachts “nuts” for-her. Meteor, Germania and Hamburg have all 
followed in her wake at Kiel, she having won, at this writing, all 
her races but one. In one race Emperor Wilhelm was at the 
(Continued on page 154.) 


THE NEw YORK- ALBANY RACE 


E.T. Keyser 


OFF TO ALBANY AS THE FOG SETTLED DOWN. 


Drawings by Arthur T. Merrick. 


Sawma at anchor off the club house of the New York 

Motor Boat Club on the Hudson River. It was 7:05 p. m. 
on July 2 and the second annual New York-Albany Race of the 
New York Motor Boat Club was on. 

Twelve boats bustled over the line in an endeavor to be the 
first away—Polar Star's start was so wild, in fact, that she made 
it on the wrong side of the committee boat, and was obliged to go 
back and make it properly. Her owner, Ralph Croft, was not 
aboard and the crew were a trifle mixed as to details. 

The twelve motor craft that embarked on the 234-nautical-mile 
jaunt to Albany and back were Monreve, owned by E. E. Barney ; 
the little 25-foot Consort, of C.F. Chapman; Arlington Il, owned 
by Jos. Klipper; Ralph Croft’s glass cabin cruiser Polar Star; the 
38-footer Nantucket, designed and built by her owner, John 
Meyer; C. H. Dugliss, Jr.’s Kit Il; Arthur Haas’ 20-foot open 
launch Imp—a mighty game little boat ; the 30-foot auxiliary sloop 
Lillian, owned by L. Walters; J. S. Costello’s 28-foot Leonie; the 
Alfred S., a 25-footer, which her owner, H. Soeldner, had de- 
signed and built, and which, moreover, was equipped with a single 
cylinder, 2-cycle engine, also the work of Mr. Soeldner; F. D. 
Giles’ Elmo II, winner of the Block Island Race, and the Twin 
Kid, a 25-footer owned by Paul Vallance and painted a warship 


grey. 


Bes went the starting gun on board the committee boat 


CONSORT, WINNER OF THE SECOND PRIZE. 


To 


NANTUCKET, WINNER OF THE THIRD PRIZE. 


Photographs by Levick 


It was misty when the boats started, and before they struck 
Rockland Light the fog had settled down over the river, blanket- 
ing everything, so that the skippers who not only carried a com- 
pass but knew the courses as well had the advantage. 

The further up the river they went, the thicker things became, 
and anyone who has ever tried to navigate the upper Hudson on 
a foggy night will appreciate why this motor boat race shortly 
became a hill-climbing contest. 

Four miles below Poughkeepsie, Frank Gheen, who navigated 
Monreve, ran into the glare of a searchlight and heard the toot 
of a whistle. Gheen also gave a toot, swung over the wheel and 
Monreve climbed the bank in an effort to go to port of a railroad 
train. However, as Gheen afterwards observed, they had picked 
a nice, comfortable place handy and adjacent to a trackman’s 
house, where they proceeded to cook dinner and lay up for the 
balance of the evening after Gheen had broken a bottle of Green 
River over Monreve’s coaming and rechristened her Amphibian. 

Elmo II joined in the hill-climbing contest about a mile further 
on and slid up on a mud bank so quietly and easily that she laid 
there for several minutes before Skipper Giles realized that they 
were not making the customary amount of headway. Elmo was 
aground forward all right, but there was so much water under 
the propeller that the blades continued to revolve until they shut 
off the engine, and it took her energetic crew one hour and forty- 
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ELMO II, THE WINNER. 
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five minutes by the ship’s clock to get overboard and lift her off. 

Arlington struck a high spot in the vicinity of New Hamburg, 
and thereafter her crew stopped the engine at half-hour intervals 
to judge their distance from either bank by means of the relative 
distinctness of the chirping of the birds on each shore. Lillian 
tied up to the spiles at Schemerhorn. Alfred S. caught her pro- 
peller blade in a log and gave up the race. 

All through the time when these joyous events were occurring 
to the other craft, Chapman, of the Consort, was plugging along. 
This foxy skipper had made a preliminary run shortly before 
and taken his compass bearings all along the route. 

Nantucket, the scratch boat, after cutting circles in the Tappan 
Zee, ran across the Consort’s stern light and thereafter became 
permanently glued to same, and two or three of the other boats 
tagged on. If Chapman had doused the glim and srieaked away 
from the bunch, instead of carrying all his illumination, the 
chances are that some of them would have eventually been trying 
to pick up the Sandy Hook Lightship, under the impression that 
it was one of the Hudson’s numerous but rather impractical 
beacons. 

A short time after Monreve 
had tried the amphibian act, 
Gheen, who was sitting on the — : 
railroad track with a cigar in —— 
one hand and a ham sandwich TTA 
in another, became aware of a , é 
prolonged tooting, and, believ- . 
ing everything possible under ' i 
the circumstances, prepared to 
dodge an automobile. It wasn’t 
a touring car, however, but 
Mrs. Chapman, who was one 
of the crew of the Consort, 
playing a solo on a fog horn, as 
a precaution against running 
down some unprotected tow. 

Having offered assistance to 
Monreve, which was declined, 
the Consort passed merrily on 
her way, and in subsequent re- 
ports it would appear she was about the only craft in the eyent 
that didn’t touch bottom somewhere,. somehow, during the race. 

In fact, Chapman had the whole thing cinched, only the race 
coming at the end of an arduous two weeks of night measuring 
of the contesting boats, he gave out completely at Newburgh 
Bay, dropped anchor, turned in and slept for four hours. This 
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YLAND WATERWAY IMPROVEMENT, AS SUGGESTED BY THE SKIPPER OF 
NANTUCKET, 
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NEW YORK MOTOR BOAT CLUB, FROM WHICH THE RACE WAS STARTED. 
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STOPPING THE ENGINE TO LISTEN TO THE BIRDS ON THE BANKS. 


delay probably cost him the first prize, for when he crossed the 
finish line at. 10.06.20 Monday morning he found only Elmo 
II and Nantucket ahead of him, the former having crossed at 
3-17.35, and the latter at 5.25.53. 

Meyer, of the Nantucket, expressed himself as having had a 
mighty good time, but sug- 
gested that an improvement 
much needed along the upper 
portion of the river was elec- 
tric lights on each bank, with 
soda water and root beer signs, 
at intervals of a half mile. 
Speaking of refreshments 
brings one naturally to the con- 
sideration of more solid food, 
and apropos of this is a little 
story of what happened to the 
swellest dinner in the fleet. 

Leonardi, who had shipped 
aboard Monreve, can do things 
with a boat’s galley that Oscar 
can only accomplish with the 
full resources of the Waldorf- 
Astoria at his back, and Leon- 
ardi had promised to serve up 
to the aggregation of talent 
who were helping Barney something that would make them re- 
member the race as long as they lived. He did, but it was served 
up a little differently from what he had anticipated. The nautical 
chef had been busy, and when they struck Haverstraw Bay, the 
ment looked something like this: 





ON BOARD 
4 Monreve 


PoRTERHOUSE STEAK, CASSEROL 
Fried Porators ALA GHEEN 
ASPARAGUS LEONARD 
QUEEN OLIVES 
CHOow CHOW Jive Lariemes 
CHERRY Pie 
STRAWBERRY JAM 





Corrr=s 











Monreve and a puff from the northwest struck Haverstraw Bay 
simultaneously, and just as everybody except Barney, who was 
at the wheel, sat down to the luscious spread; Monréve rolled. 
There was a wild upheaval, and then the steersman dived down 
into a composite strata of men and food and resctied -his crew. 
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According to Barney’s description they were piled up in the fol- 
lowing order: 
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What they finally did have for dinner was a can of baked beans 
and something out of a square bottle with a long neck, of which 
there was not sufficient left on the arrival to make an analysis. 

It was a good race and well contested under adverse conditions, 
and those who finished showed thorough ssiemomanes 2 and confi- 
dence in their craft and themselves. 

Although she did not finish until 7:22 p. m. —twenty-two 
minutes past the time limit—the Imp, the smallest boat in the 
event, went pluckily over the entire course, taking everything as 
it came, whether it was the fog up the river or the white caps 
that a fresh breeze kicked up in Haverstraw Bay and the Tappan 


Zee on the afternoon of the Fourth. A summary of the race’ 


follows: 
Corrected Position 
Time. ini: 


30.19.53 
53 


Elapsed 


Time. 


Nantucket... ...evecces 


hdrew. 
Finished after time limit. 
, .... Withdrew. 
10.03.53 . Soeldner... . Withdrew. 
Elmo II won first and time prize. Nantucket won ork prize. Consort won third prize. 


An idea of what the skippers overcame in the way of difficulties 
may be gleaned from the logs of Imp and Twin Kid, extracts 
from which follow: 

LOG OF THE IMP 

Last minute received word that one member of the crew could not come. 

Took along 10 gallons gasolene extra to make up weight. 

Exhaust so loud that we did not hear the starting gun; saw other com- 


petitors start and followed, losing a few seconds. 
Followed the east shore against light tide, and made Yonkers pier at 


GHEEN PREPARED TO DODGE AN AUTOMOBILE, 
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MONREVE TRYING TO GO TO STARBOARD OF A RAILROAD TRAIN. 


8.03; Tarrytown lighthouse, 9:43. Heavy fog set in. Followed lights to 


Fleischman’s factory wharf at Peekskill, 10:35. 

Seaweed on propeller; plowed through till we reached Iona Island, 11:16 

Took weeds off. Nearly run down from the rear by a large vessel. 

Turned out of her way and then followed her back to Iona Island, 2:24 

Laid up at Iona Island float and were ordered off by sentry. 

Threatened to shoot, but finally saw the absolute absurdity of our start- 
ing away in the mist, which was so thick that a light 200 feet away was 
hardly visible. 

Started again at 3:10. Met the C. W. Morse, 4:15, off Anthony’s Nose. 

Turned round again in the fog, and were met by the Trojan feeling her 
way south; 4:30 off the Highlands. Not much time lost. 

Fog obscures sun; 6:35 laid up near Carthage Landing. Left at 7:35. 
Followed shore about 30 feet off. Ran on half time to New Hamburg, 7:45 

Overtook the Alfred S.; but she soon caught us again. Weeds on pro- 
peller. Engineer got a hemorrage from excitement as we were overtaken. 

Esopus Island, 9:57. Engine running well but the boat unaccountably 
slow. Picked a young marine garden from propeller and rudder. Smith's 
Landing, 1:31. More seaweed removed. Met Arlington II and Nantucket 
comiag back off Randolph Point. Met Consort off Four Mile Point. Met 
Alfred S. off Coxsackie. Had withdrawn—propeller trouble. From here 
was a heartbreaking grind against a tremendous tide, which, while holding 
us up, was adding just that much speed to Monreve and Kid II, which 
greeted us off Coeymans at 5:45. 

Crossed Bridge Pier at 8:18. No answer to our whistle. There was 10 
one looking for us, so we went to the Albany Yacht Club house, 8:22; sent 
telegram and started return 8:28. 

Fog again threatened, so we put in at Athens, intending to start again 2 
2 in the morning, but the eye-strain of the previous day and night over- 
powered us, and we only awoke at 4:38. All over! We expected to lose by 
about two hours, but a favorable breeze raised our hopes and we gained on 
our calculations. 

The rest was merely a heartbreaking attempt at the impossible. We 
reached home 22 minutes late—the three of us “nearly heroes.” 


LOG OF THE TWIN KID 


Started on gun at 7:05 P. M., July 2. Passing West Point we over 
took the Lillian, who had lapped us near Tarrytown, and soon saw Kid Il 
steal up behind us, only to slow down with weeds in her propeller whet! 
We stuck in shallows and grass at a point off Storm King Mountain, wet 
side of river, and got off under power. Kid II followed us, and despitt 
warning went hard aground, and seemed in for some hard work to get of 

We felt our way in fog and finally neared bell at Danshammer Poit 
only to ground there and lose about half an hour in getting off. Pilot 
Hardy went overboard and pulled us into deep water. 

Took up our course again as well as possible in fog and ran into shallow 
at Wappingers Falls, where we saw the Arlington II, anchored and out 0! 
the race. 

Got our bearings; passed Poughkeepsie Bridge, and had our first trouble 
by steering chain breaking; repaired without any loss of time or cowf 
and we proceeded on our way through the fog. 

(Continued on page 158.) 
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Some Practical Hints on Marine Photography 


By L. deB, HANDLEY 


Photographs by the Author 


T is not within the scope of this article to treat marine photog- 
raphy from a scientific standpoint. The average yachtsman 
merely uses a camera to perpetuate the memory of happy 

hours spent aboard his craft, cruising, racing and pleasure sailing, 
and his efforts are generally confined to pressing the button and 
letting the other fellow do the rest. Therefore technical treatment 
of the subject would be useless. As, however, it makes a big dif- 
ference whether one’s efforts are successful or not, the writer will 
endeavor to point out a few elementary rules, by following which 
a good many of the 
pitfalls that beset the 
inexperienced ama- 
teur may be avoided. 

No man can help 
taking pride in his 
work, and nothing is 
more irritating on the 
return from a trip on 
which a number of 
interesting things 
have been snapped 
with the expectation 
of having a splendid 
set of negatives, to 
find that for some 
reason or other—of- 
ten in an unaccount- 
able way—many of 
them are spoiled. 
The suggestions given 
herein will help ma- 
terially in gaining 
success for the simple 
reason that they are prompted by mistakes which have at times 
proved very costly. : 

Aided by a little knowledge and the right conditions, anyone 
can take excellent photographs even with the most inexpensive 
camera. Of course, the poorer the lens and box, the greater the 
limitations, but for ordinary purposes a stock Kodak may be used 
with confidence. Most of the illustrations shown here were taken 
with a plain 334 x 4% folding pocket Kodak, a 
duplicate of which can be had from any dealer for 
$17.50. 

In taking up marine, or any other kind of pho- 
tography, the three first things to learn are the 
correct use of shutter, diaphragm and focussing 
apparatus. There are many lucid and complete 
booklets on this subject which can be had for the 
asking wherever photographing materials are sold, 
so we will confine ourselves to a few generalities 
here, just that the reader may find this a complete 
guide, 

The question of proper focussing is so import- 
ant, and so many people are forgetful, that on a 
boat, where one is frequently called upon to snatch 
up tlie camera and snap moving objects at a mo- 
ment’s notice, a fixed or universal focus will enable 





PICTURESQUE EFFECTS CAN OFTEN BE OBTAINED 
IN A CALM BY STUDYING REFLECTIONS. 


the ‘yro to make a better average than with an 
adjustable focus. Still, the latter gives so much 
mor: detail to the negative, if used rightly, that 


e 


results are generally more satisfactory in the end. And, after all, 
since focussing is merely a matter of training the eye to judge 
the distance between the lens and the object, the problem simply 
resolves itself, after a little practice, into one of remembering to 
run the indicator to the place on the slide where the distances are 
marked. 

The shutter should never leave the instantaneous catch, which 
in the average inexpensive camera ranges in speed from 1/50 to 
1/100 of a second. This is as slow a shutter as one dare use on 
objects moving even very slowly—and they generally do move 
while afloat. It may be added, for those who should want to 
improve matters by using a faster shutter, that the lens on the 
inexpensive camera will not convey a good impression to the 
negative in less than 1/100. 

The opening of the diaphragm must, of course, be determined 
by conditions. Bright sunshine calls for opening No. 16, on the 
water, except during the early morning and late afternoon, when 
No. 8 is preferable. Overcast skies take a No. 8, or even a No. 4 
diaphragm. 

The above rules are applicable to photography in general, but 
where the yachtsman needs special instruction is on such points 
as the study of his subjects under the peculiar conditions offered 
by boats, the avoidance of certain faults that these peculiar con- 


_ ditions make likely, and the care of camera and films in an atmo- 


sphere that affects both considerably. 

The handling of one’s subject, whether portraying people, boats 
or scenery, is even more important on the water than on land. 
Composition is one of the great factors of successful painting, 
and in photography, where there is no coloring to help, it be- 
comes even a greater factor. 

What makes boating portraits most pleasing is the giving to 
them the atmosphere of a free outdoor life. Formal and studied 
poses should be avoided. Natural and unaffected attitudes, free 
from stiffness and consciousness, should be aimed at. Very satis- 
factory likenesses are those taken while the person is performing 
some such task as steering, coiling a rope, fixing the rigging, etc., 
which gives the spirit that should always govern snap shots and 
open-air photography. Groups taken in action often produce very 
attractive pictures if some thought is given to the composition. 

At all times, but particularly on the water, it is well to avoid 





IF POSITIONS ARE STUDIED ONE NEED NOT BOTHER WITH PERSPECTIVE. 
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WHEN A COVER FOR THE LENS IS 
NEEDED. 


taking portraits while the sun is overhead. A strong perpendicu- 
lar light casts such heavy shadows under projecting features as 
to completely disfigure the face. Wide brimmed hats should at 
all times be removed or pushed back, as the likeness will other- 
wise hardly be distinguishable. The best light for photograph- 
ing people is that of the ripe afternoon, when the sun illuminates 
the countenance. both by direct 
and reflected rays. The light 
is then diffused and gives to 
each feature its true value. 

The art of photographing 


boats lies principally in know- 
ing at a glance from what point 


each will look best. The ex- 
perienced eye can tell at once 
in what position to snap the 
subject. In power boats, and 
particularly large ones, per- 
spective is of the greatest im- 
portance. There are times 
when it will not spoil the pic- 
ture to have proportions faulty, 
but this is the exception, for as 
a rule a distorted object is posi- 
tively ugly. 

In a sailing yacht the points 
to study in deciding from what 
position to take an individual 
boat are the sails and the bow 
and stern. A good sail plan 
can stand photographing from 
any angle, but a poor one or an 
old one can be improved con- 
siderably. Three-quarter views 
are in most cases the best, 
but before taking one from 
the stern it is well to notice 
whether the leech of the main- 
sail is defective. Bad leeches 
make very ugly pictures. 

The question of taking wind- 
ward and leeward views finds 
divided opinions, as does that 
nf whether the sails look best 


THIS PHOTOGRAPH WAS TAKEN IN HALF A GALE OF WIND WITH HEAVY SEAS, 
YET THE HORIZON LOOKS LIKE AN UNBROKEN LINE AND 
SPOILS THE FFFECT. 


STORM EFFECTS CAN BE OBTAINED BY PHOTOGRAPH- 
ING TOWARDS THE LIGHT. 


ACTION PHOTOGRAPHS OFTEN MAKE GOOD 
PICTURES. 


in light or in shadow, but the majority seem to prefer canvas 
bellying toward one, with full sunshine upon it. It is a matter 
of taste, of course, but many of the most artistic photographs 
ever printed show: sails almost black against a comparatively light 
sky. ; 
Wind, and plenty of it, is desirable in marine photography. A 
good blow. gives action, life 
and a briny atmosphere to the 
picture. Sails barely filled give 
pretty but rather lifeless re- 
sults, and hanging, wrinkled 
canvas must have particularly 
good surroundings not to look 
positively ugly, though, it must 
“be admitted, oily water, mir- 
roring flapping sails, can be 
made to give the effect of an 
artistic aquarel. 

A mistake of amateurs, 
which is all too prevalent, is to 
want to get as large a view as 
possible of the boat, placing it 
squarely in the middle of the 
plate so that it fills it, without 
a bit of relief anywhere. There 
are several reasons why this 
should be avoided: First, be- 
cause at close range the per- 
spective is defective and a cer- 
tain distance is needed to give 
true values ; next, because there 
is always danger, with so un- 
steady a thing as a boat under 
the operator, of the subject 
stepping over the frame at the 
least jog; finally, because it is 
bad composition to take from 
the centre figure the depth, 
generally given by background 
or secondary figures. 

In trying to reproduce the 
sight of rough sea, the yachts 
man should try to eliminate 
views of the horizon as much 
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IVEN THE COASTING SCHOONER MAKES A PRETTY 
PICTURE. 
THE EFFECT OF TAKING A PHOTOGRAPH TOO CLOSE TO 
THE SUBJECT. IT OFTEN GIVES FAULTY 
PERSPECTIVE. 





as possible. Distance so straightens out the horizon line, through 
the lens, that the biggest waves are smoothed down on the nega- 
tive and the effect is often spoiled altogether. Take, for instance, 
the illustration showing a sailor in oilskins holding on to the jib 
sheets. This photograph was snapped on the ocean in half a 
gale with enormous seas running. Yet look at the bit of horizon 
over the port bow; it is quite straight and gives the appearance 
ofacalm sea. Cover the left side of the illustration, instead, and 
the storm scene becomes quite realistic. 

Those moonlight effects 
which everyone likes to get are 
had by going against one of 
the first principles of photog- 
raphy and turning the camera 
toward the light. The most 
satisfactory way is to wait until 
the sun is behind a cloud, but 
it is also possible to hide it by 
placing one’s subject between 
it and the camera. The sun 
must be pretty low on the hori- 
zon to obtain the best results. 

One of the faults that the 
yachtsman is most likely to in- 
cur, particularly on a sailboat, 
is the tendency to hold the 
‘amera level with the deck, in- 
stead f with the horizon. All 
ats pitch and roll constantly, 
and sa: lboats are never on their 


k Photo by Jas. Huntington. 
eel there is a breath of 


A QUARTERING VIEW, EITHER FROM THE BOW OR 
STERN MAKES A GOOD PHOTOGRAPH. 


A HEAVY SEA, WHICH IS KILLED BY THE LINE 
OF THE HORIZON. 





PLENTY OF ACTION IN A BOAT MAKES A “LIVE” PHOTOGRAPH. 
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MOTOR BOATS ARE HARD TO TAKE UNLESS THE ANGLE 
IS JUST RIGHT AND THE WATER 
EFFECT IS GOOD, 
EVEN THE PRETTIEST BOATS CAN BE UGLY UNDER 
SOME CONDITIONS. 





wind, so that the man who takes the deck as his level will have 
much of his work ruined by the horizon slanting at an impossible 
angle. The operator should make it a point, after locating his 
subject on the finder, to see that the horizon is parallel to the foot 
of the camera before pressing the button. 

Another very prevalent habit among yachtsmen is to allow the 
fingers to intrude upon the lens or to press on the bellows. It is 
quite an excusable error, because there is often difficulty in keep- 
ing one’s footing on a slanting and bobbing deck, and it becomes 
quite natural, under. the cir- 
cumstances, to clutch nervous- 
ly at the camera. Both things 
are fatal. In pressing on the 
bellows a dark circle is pro- 
duced on the negative, while 
the fingers before the lens el- 
lipse the subject entirely. 

The care of camera and film 
is an all-important item in 
marine photography, for both 
are constantly exposed to 
spray and an atmosphere reek- 
ing with humidity. It is al- 
most impossible on a fast 
moving boat to face forward 
and nof have a drop or two find 
their way to the lens, and one 
drop is enough to blur and 
ruin completely every negative 
taken thereafter, for even af- 
ter drying the salt water leaves 





a little circle of brine: This fact must be kept constantly in mind, 
because the finder and the lens are things totally apart, and even 
if the lens is covered completely the finder will show as clear a 
view as ever. Some makers have overcome the difficulty by the 
use of an cutward shutter, but it seems rather dangerous to leave 
so delicate a contrivance exposed, for the least blow will break it, 
and the mere caking of brine between the two bits of ebonite is 
liable to put it out of order. 

One who uses his camera much on the water will find it advan- 
tageous to have a loose fitting waterproof cover made: for the 
entire camera and to secure a cap for the lens. In absence of the 
latter a clean, linen handkerchief can be made to serve the pur- 
pose, and one should always have one handy to wipe off the lens 
before and after each photograph is taken. The writer has found 
it an excellent plan, when spray is flying, to hold the handkerchief 
over the lens while waiting to press the button. The subject will 
be shown just as plainly in the finder, so that one may study it at 
leisure, only removing the handkerchief when quite ready to snap. 
More than once have I caught solid water coming over the gun- 
wale and had my camera drenched while waiting for the right 
moment, yet thanks to the protecting handkerchief the lens was 
kept clean and dry and the negative saved. 

Owing to these probable drenchings, as well as to the constant 
dampness, both of which oxidize the metal and coat the glass, a 
camera should receive constant attention on the water. At least 
once a day, preferably every time it is used, one should clean 
carefully all exposed parts. For the metal a cloth slightly moist- 
ened with oil is advisable. The camera should be kept in a case 
and stowed away out of danger when not in use. 

The films or plates it is essential to keep in an absolutely dry 
place. They are so susceptible that dampness alone is enough to 
mildew and spot them. I have found most efficient for films the 
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The British International Trophy 


ITS DONOR, PREVIOUS RACES FOR THE CUP AND THE POSSIBLE OUTCOME OF THE 1910 RACE 


By HUGH S. GAMBEL 
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little tin tubes in which they are encased by some manufacturer: 
for use in the tropics. They just hold one roll, and by running : 
piece of adhesive tape around the aperture they are made almos: 
hermetically tight. The films should be kept in them both befor: 
and after exposing. On cruises and long trips it will be best to 
use rolls of six, that the films may be in the camera as short a time 
as possible, and I venture the suggestion that it is wise to take 
the roll out of the camera and seal it in the tube at evening, 
whether entirely exposed or not. You may waste an exposure or 
two, but this is a small consideration when compared with the 
possible disappointment of losing photographs that cannot be 
duplicated. I speak feelingly on the subject, because on three dif- 
ferent occasions I have had films mildew in the camera over night 
and ruin photographs that I would have given a good deal to have, 
and that can never be replaced. Useless to say that the camera 
should not be loaded again until morning. 

Much of the above may seem like rather unnecessary precau- 
tion to many, and, in the matter of films, like unwarranted waste, 
but to the person who has indulged in marine photography and 
come to realize how very rare are those occasions on which sub- 
ject, conditions and good light combine to make opportunity per- 
fect, a little extra trouble and an insignificant waste will not appear 
excessive. 

While on the subject of opportunity, let the yachtsman remem- 
ber that it knocks not often at one’s door, and one must then be 
prepared for it or lose it. Never go without your camera and 
always have with you more negatives than you expect to use. 
Then you will not miss your chance. And it is very pleasing to 
live over, by the aid of an album, the good times of the past and 
to be able to show to one’s friends a full set of photographs that, 
besides being interesting in subject, will appeal to their artistic 
taste. 
































































written concerning him as the greatest man in the journalistic 
field in the world; one who has probably inspected more news- 
paper offices in both hemispheres than any other man living. 
While the London Daily Mail, the greatest of seven daily news- 


HEN motor boat racing was started in France and the 
news of its successful début heralded throughout the 
world, there were a great many persons skeptical as to 

whether it would prove all that was claimed for it as a sport, 









many believing that it 
would never be more 
than a_ hobby that 
would last but a short 
time. There was one 
person, however, who 
realized the possibili- 
ties of high speed mo- 
‘tor boats and saw con- 
clusively that there 
was a great future for 
a sport of this kind and 
that it would revolu- 





papers which Lord 
Northcliffe now pos- 
sesses in Great Britain, 
is principally the prod- 
uct of his own origi 
nality, and his concep- 
tion of a newspaper, 
rather than the ac- 
cumulation of the best 
features of other 
papers, he is neverthe- 
less a ceaseless ob- 
server of the work of 


tionize things in the other men, and especi- b 
marine world. This ally of what they are t 
was none other than accomplishing in his t] 
Lord Northcliffe (then field of activity. His tc 
Sir Alfred Harms- wonderful ability and O1 
worth), one of the foresight for what is di 
greatest self-made men significant of the fu- bc 
and journalists of the ture have made him 


day. Much has been 





THE BRITISH INTERNATIONAL TROPHY, COMMONLY CALLED THE HARMSWORTH CUP. 


one of the greatest, if 











not the greatest self-made men of the day in the world. 

Lord Northcliffe, the donor of the Alfred Harmsworth Inter- 
national Challenge Cup for Motor Boats, was a keen observer of 
what was being accomplished along the lines of improvement in 
the internal combustion engine for marine purposes in other coun- 
tries as well as his own, and realized fully what a great future 
there was for boats using this method of propulsion. The suc- 
cess achieved in France in the automobile industry and the appli- 
cation of the automobile engine to marine use had demonstrated 
beyond a doubt that in the near future yachting would not be 
confined to the sailing and steam craft. England had also met 
with some degree of success in the automobile world and was not 
backward in following in the steps of France, and it was not long 
before her representative automobile concerns began using the in- 
ternal combustion engine for marine purposes, although not on so 
large a scale as 1n the latter country. 

As was the case in France, England’s representative automo- 
bile club—the Automobile Club of Great Britain and Ireland— 
soon found that among its large membership there was a good 
percentage who were taking to the com- 
paratively new sport of motor boating, so 
that it was deemed advisable to form what 
is now known as the Motor Yaclit Club. 
Lord Northcliffe, a member of the Auto- 
mobile Club of Great Britain and Ireland, 
seeing the great interest that was being 
manifest in the sport, donated a handsome 
trophy for international competition. This 
trophy was known as the British Interna- 
tional Cup for Motor Boats, though it is 
sometimes called the Harmsworth Cup, 
and America is at present the proud pos- 
sessor of it. 

When the cup was presented by Lord 
Northcliffe in 1903 it was to the Automo- 
bile Club of Great Britain and Ireland as 
trustees, and was to be raced for under 
the riles then in force of the Marine Mo- 
tor Association. According to the rules 


or conditions governing contests under the 
deed of gift at that time, if more than two 
boat: competed for the cup, the races were 
to be run in heats, not more than one boat 
representing each country racing at any 


DIXIE I AT SOUTHAMPTON AFTER WINNING THE HARMSWORTH TROPHY. 








LORD NORTHCLIFFE (FORMERLY SIR ALFRED HARMS- 
WORTH), DONATOR OF THE TROPHY WHICH 
BEARS HIS NAME. 
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AMERICAN CONSUL SEATED IN THE STERN, 


one time. The winner of a heat competed against the winners of 
other heats, the winner of the final heat taking the cup. A mini- 
mum speed was placed on all boats of not less than 12 nautical 
miles over the entire course, which course was to be not less than 
6 and not over 12 miles in length. 

These conditions prevailed until a meeting held by the Com- 
mission and comprised of representatives of the donor, trus- 
tees and holding club, at which meeting the Motor Yacht Club 
was selected as the trustee of the cup. The racing of the boats 
in heats was then done away with and the rules changed to allow 
three boats to represent each country, and the course was changed 
from not under 6 and not over 12 nautical miles to one of not 
less than 30 and not over 35 nautical miles. The course was also 
so arranged as to avoid any angle of less than 120 degrees and 
a distance of at least 100 yards between the marks—the length 
of each round to be not less than 5 nautical miles. The only limita- 
tion placed on boats competing is the over-all length of the hull, 
which must not exceed 39 feet 11% inches, or 12.18 metres. 
These changes were wise and have done much to increase interest 

in races for the cup. 


RACES FOR THE CUP. 


When it became known that Lord 
Northcliffe had presented a handsome 
cup for competition, France soon began 
preparations to be represented. In Eng- 
land likewise activity was aroused, prob- 
ably none taking a greater interest than 
the noted automobilist, Mr. S. F. Edge, of 
Napier fame. He had a boat constructed 
and powered with a Napier engine. The 
race was held at Queenstown and Napier 
was easily the winner, covering the course 
of 7.8 knots in 26 minutes 6 seconds, an 
average speed for the course of 18 knots. 

This race attracted considerable atten- 
tion and the interest shown demonstrated 
that there was to be a great future for 
the sport. In 1904 France was repre- 
sented and the race was held at Cowes. 
Under the condition of the rules then in 
vogue, England being represented by two 
boats, Napier I. and Napier II., a race 
was held between these two boats to de- 
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NAPIER, FIRST WINNER OF THE TROPHY. 


termine which of them should defend the cup against 
the representative boat of France. In the elimination race 
that took place, Napier I was the winner. Through 
some accident during the race she began to leak badly, 


and after a consultation, it was unanimously decided that 


Napier II. should defend the cup, with Trefle-a-Quatre represent- - 


ing France. The race was won easily by Napier II., when, much 
to the surprise of all, a protest was made on the ground that 
Napier II. had been defeated in the trial heat by Napier I. and 
therefore was not the representative boat, and that Trefle-a-Quatre 
was entitled to the cup. Thus on a technicality the cup was 
awarded to the French boat, which was owned by E. B. Thurbon. 

In 1905 Lord Montagu of Beauleau (Hon. John Scott Mon- 
tagu), with Lionel de Rothschild, became the owner of Napier IL., 
and having challenged France for the cup, raced at Arcachon, 
S. W. France, and regained for England possession of the cup. 

With but one exception no greater interest was ever manifested 
in a race for the cup than the one held in 1906, when for the 
first time America was represented, having challenged through 
the Automobile Club of America with Challenger, owned by Mr. 
W. Gould Brokaw. Great was the interest manifested in this 
country as to the probability of America succeeding in capturing 
the cup, and England realized that in the American boat she 
would have a dangerous competitor. While the boat was being 
towed down the East River at New York City to be placed aboard 
a steamer for shipment to England, the aluminum hood that in- 
closed the engine was lost overboard, and to this the defeat of 
Challenger was attributed. The race was the greatest held up 
to this time and the cup was won by Yarrow Napier, owned by 
Lord Montagu of Beauleau and. Lionel-de Rothschild. In the 
race, over a course of 7.7 knots, the Challenger was defeated by 
only 2 minutes, 16 seconds, three of her six cylinders only work- 
ing, the other three having been put out of commission by the 
water interfering with the ignition outfit. 

With that spirit of gameness that comes from defeat, those in 
America set about to secure another representative, and in 1907 
Dixie, owned by Mr. Edward J. Schroeder, was the challenger, 
the Motor Boat Club being the challenging club. This attempt 
to lift the cup was successful, for at Cowes Dixie showed her 
stern to the English defenders and never was the race in doubt. 

The race here for the cup in 1908 was by far the greatest ever 
held. England was represented by two fast boats—Wolseley- 
Siddeley and Daimler 2nd. The race was held in Huntington 
Harbor, L. I., in August. While previous to the race great speed 
had been claimed for the boats, yet the prediction made by the 

. wise ones that the speed of the winner would not be in excess 
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of 28 knots was correct, for the average speed of Dixie II was 
27.75 knots, and she beat her nearest competitor by 49 seconds. 


THE OUTLOOK FOR THE IQIO RACE. 


Naturally the question now arises—What will be the outcome 
of the race this month? Will we retain the trophy in this country, 
or will it be transferred to England? 

To secure any definite data as to the possible contestants repre- 
senting England is almost impossible, as the greatest amount of 
secrecy seems to prevail in motor boat circles. However, from 
what little has leaked out, there is cause to make us sit up and 
take notice. The information secured, coming from a reliable 
source, is such as to give every reason to believe that in the mat- 
ter of speed we may be greatly surprised at the challenging boats 
and every ounce of speed possessed by the Dixie III. will be taxed, 
and even then may not be sufficient to overcome the English craft. 
The return of the Thornycrofts to the motor boat sport has been 
hailed with great delight in England, as they are looked upon 
as the ones to bring forward creations that will, for speed, out- 
class anything we now possess in the way of defenders. Two of 
the boats are from designs by the Thornycrofts and are exactly 
alike; one built for Mr. Daniel Hanbury by Luke & Co., and the 
other for Sir John Thornycroft and built by Mr. Hart Harden on 
the Thames. Each will be fitted with a Thornycroft eight-cylinder 
V-engine, developing at least 120 horsepower. The boats are of 
very light construction, yet strong. Mr. Thornycroft, in speak- 
‘ng of the possibilities of speed, remarked that he would be greatly 
disappointed if the boats did not show a mean speed of 35 knots 
(about 40 statute miles), and he would not be surprised if. they 
made 40 knots. 

As to the boat building for Mr. Mackay Edgar of London and 
Canada, little can be ascertained other than the fact that she will 
have immense horsepower—probably about 400. This boat is 
called Maple Leaf III, and will represent the British Motor Boat 
Club. The greatest secrecy hovers around the boat that the Duke 
of Westminster is building, which is to be equipped with 2 Wolse- 
ley-Siddeley engine of 200 horsepower and 12 cylinders, similar 
to the engines in his boat Ursula, formerly Wolseley-Siddeley 
2nd, if, indeed, one of the engines of this famous craft is not 
used in the new boat. Taking everything into consideration and 
making allowance for some over estimation of the speed expected 
of the foreign boats, our defenders to win the race must be able 
to cover the entire course at a minimum speed of about 35 knots. 
Whether Dixie III or Intender, the only boats to show interna- 
tional caliber in public, can do this remains to be seen. 











STEAMER ENCHANTRESS. THE HOME OF THE MOTOR YACHT CLUB. 
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ON THE WAY ROUND POINT JUDITH. 


AT ANCHOR IN NEW LONDON HARBOR, 





THE SKIPPER OF THE TUCBOO, 


HOW A 16-FOOT AUXILIARY OPEN CATBOAT WENT FROM NEW YORK TO FALL RIVER AND RETURN 





By ADAM H. BRENZINGER 


T was a great undertaking for a little boat! We never realized 
her smallness until we ran into Newport and “butted” into 
the big fellows of the New York Yacht Club anchored there. 

She’s just sixteen feet long and eight in beam. Her design con- 
sisted of a freehand set of lines drawn on a piece of wrapping 
paper to the scale of one inch per foot. Harry Huntington, the 
father of so many boats that have made good, made the sketch 
and built her. There isn’t another boat in her class, and we’ve 
taken poundings that many a big fellow would have been 
afraid of. 

A spray hood that comes way aft (and more than paid for it- 
self during the first hour of our cruise) was added. It made 
as cozy and comfortable a cabin as one would want on so small 
a boat, and never leaked a drop in the worst weather we ran 
afoul of. She was originally built for afternoon sailing, and be- 
fore we put in an engine she won several prizes in her class. 
The engine is a five-horse Mianus and drives her at about six 
miles an hour. 

We were a party of three, and although more or less crowded, 
we believe we had more fun out of her than the fellows that 
cruise with all the comforts of home. An exact duplicate of the 
log, as it was kept during our cruise, follows: 

We sincerely hope-that on our next cruise Down East we shall 
see some of our New York friends following our example. 


Loc or Tucsoo. 
July 31 to August 13, Igo09. 

Saiurday, July 31, 1909.—We came aboard at about four 
clock on Saturday, July. 31, and after stowing all our junk, 
Tan downto City Island, for gasolene and groceries. We came 
back ) the yacht ‘club in Pelham Bay, where we had supper, and 
alter putting in a supply of water, turned in. Night, fine— 
moonlight. 

Sunday, August 1—When we turned out this morning we 
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found a great change in the weather. A heavy wind was blow- 
ing from the East and a big sea was running outside. We left 
the yacht club at 9:20 a. m., and hugging the Long Island 
shore, made Port Jefferson under our motor at 6:15 p.m. We 
anchored in a little cove near the town. The water was very 
rough and we found the spray hood invaiuable. The engine 
worked fine, the only accidents being the breaking of a few 
springs. Day’s run, 35 knots. 

Monday, August 2.—Got up about 6:30 a. m. Buster and I 
went ashore and got some supplies while Gene prepared break- 
fast. After taking five gallons of gasolene aboard at the town 
we left at 8:30 a.m. The easterly wind was still blowing and 
when we got outside the breakwater we found the seas running 
very high. We all agreed that it was the roughest we had ever 
seen the Sound. But the good little ship was master of all the 
seas she met. We again found the spray hood invaluable and 
surely would have filled several times but for it. We set the 
whole mainsail (it was too rough to try reefing) to steady her 
and made a hitch off to New Haven, where we lowered sail and 
stood up for New London. When off Sachem’s Head we ran out 
of gasolene. We ran into a small cove back of the Head at about 
3 o'clock, and after locating a garage about a half-mile inland, 
carried enough gasolene to fill our tanks. We cooked supper 
and rested awhile, and at seven o'clock started for New London. 
The wind and seas had gone down and it dropped to a flat calm. 
We laid a course for Cornfield Reef Lightship, and after a few 
hours’ sailing picked it up nicely, leaving Falkner’s Island to star- 
board. The moon came up full at about 8:1§ amd was a 
fine sight, being greatly admired by the sturdy crew, At about 
eleven we passed the lightship, We then planned to go into the 
mouth of the Copnecticut River for the rest of the night, 
after Buster had turned in, al#standing, at about 11 o’clock, Gene 
and I decided to kecep’on to New London. When we got off the 
mouth of the Connecticut River we ran afoul of a lot of seaweed 
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which clogged the propeller, but after some scientific submarine 
work by the skipper, this was removed and we went along again 
at a good clip. 

We also met at about this time, it seems, all the Sound steamers 
that ever were. At about 1 o'clock we picked up the Bartlett 
Reef Lightship and passed it at about 2:30 a. m. We made 
New London and anchored under Fort Trumbull at 3:30 a. m. 
Day was just breaking and Skip and I lost no time in getting to 
sleep, as we had put in twenty-one hours on watch. Buster slept 
through the night’s run with all his clothes on, even his hat. 
Day’s run, 60 knots. 

Tuesday, August 3.—Turned out at about Io o’clock and put 
things in shape, then went ashore. The big joke was on Buster. 
We had the hardest time convincing him he was in New London. 
The last he remembered we were heading for Saybrook to spend 
the rest of the night. He, of course, did not know that we had 
changed our plan and kept on to New London. When we told 
him where he was he did not believe us, and it was not until he 
went ashore and saw the local souvenir cards that he realized 
that we were telling him the truth. 

After getting some supplies we came aboard and turned in at 
about eleven. Had a good day and night. 

Wednesday, August 4.—We got up at about eight and had 
breakfast. Gene went ashore for more supplies.“ When he came 
back we had a little trouble with the engine, which was easily 
fixed. We put in-ten gallons of gasolene at a dock near Fort 
Trumbull and left New London at 2:30 o’clock. Came through 
Fisher’s Island Sound and made Stonington at 4:30. There was 
a heavy wind blowing from the East, and as the sound is very 
shoaly and rocky, it created a nasty chop. I would advise anyone 
going through here to pay strict attention to his chart, for it is 
a bad place for a stranger to come through, even in good weather. 
We anchored well up the bay. Had supper ashore and came 
aboard at about nine, turning in about eleven. Wind, east; heavy 
rain and seas. Day’s run, 12 knots. 

Thursday, August 5.—The night was the meanest and most 
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POINT JUDITH, SHOWING BREAKWATER AND HARBOR OF REFUGE. 





disagreeable one I ever put in aboard a boat. Everything aboard 
was drenched. All hands had turned in in their oilskins and it 
was well that we did so, as we had to get up several times during 
the night to give the anchor more scope. But we got up at ten 
in the best of spirits. Went ashore and did the town. 
advise anyone cruising this way to make it a point to stop at 
Stonington, for aside of the fact that it affords a good shelter, it 
is the queerest and quaintest town within cruising radius of New 
York and is well worth a visit. 

In the evening we had a visit from the captain of one of the 
fishing smacks anchored here. Swapped yarns for several hours. 
We also gave him a few drinks, which he seemed glad to get. In 
return he gave us some good advice as to our run outside. He 
told us to hold well inshore all the way down if we had an off- 
shore wind. He also told us of several little shelters we could 
run into in case of a sudden storm. There is a fine breakwater 
at Point Judith, which will give shelter to large or small craft 
alike. 

After we had disposed of a fish dinner we had.cooked aboard 
we turned in. 

Wind shifted to northwest at about Io p. m. and gave promise 
of clearing. 

Friday, August 6.—Got up early to find that the sun was shin- 
ing and the wind still in the northwest—fine condition for a run 
outside. We started under sail at 11:30 a. m., but soon after 
started the engine. Stayed close inshore, and about twelve 
sighted Block Island on the southeastern horizon. At about I 
o'clock the wind hauled to the southwest, very light at first but 
freshening later. Passed Point Judith at about 3:30 and headed 
in for Newport. Saw the finish of New York Yacht Club race 
for Astor Cup while running into port. Came into Newport 


and sailed through the New York Yacht Club fleet anchored there. 
Went up to the north end of town and anchored at 6:05 p. m. 
Had supper ashore, wrote postals and did the town in general. 
Came aboard about 9:30. 
knots. 


Weather fair. Day’s run about 30 





TWO EXTREMES—TIED UP AT FALL RIVER NEXT TO A SOUND LINER. 
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Saturday, August 7.— 
Started about eleven for Fall 
River after filling up tanks. 
Engine ran well with the ex- 
ception of our old friend, 
spring trouble. Reached Fall 
River at 4:15 p. m., having 
made the run from Newport 
without a chart. Anchored off 
the Fall River Yacht Club town 
station between a coal dock and 
some old Sound steamers. 

Went ashore later for supper 
and came aboard again at 
about 12 o’clock for a good 
night’s sleep. Weather ciear, 
hot and calm. (Hottest day of 
_ summer.) 

Monday, August 9.—Sunday 
we spent around Fall River, 
and in the afternoon took a 
sail about the harbor. Early this morning all hands went ashore 
for supplies. We got back at about 1 p. m. and started for 
Newport at 2 o’clock. Made a good run down, as there was a 
fine breeze blowing in our favor. Practically sailed all the way, 
using the engine very little. Made Newport at 6 p. m. 

Weather fair; squally in afternoon. Day’s run, 18 knots. 

Tuesday, August 10.—Left Newport at 8 a. m. under engine 
and sail. The Y. M. C. A. schooner Amazon was close beside 
us, leaving at the same time. There was a strong breeze blow- 
ing, so we put in two reefs before starting. Passed Castle Rock 
at 8:20 and Point Judith at 9:45. The wind was from the north- 
west, so the ocean wasn’t rough, although the swells were very 
large. Passed Watch Hill at 2 o’clock and came through The 
Race at 3:30. We had the flood with us. It was very rough 
through The Race, as the wind had headed some, and was blow- 
ing directly against the current. We threw considerable spray 
and shipped solid water over the stern several times while coming 
through The Race. 

Anchored off Saybrook Point at the mouth of the Connecticut 
River at about 5 p.m. Had a general drying out, as everything 
we owned was drenched. Went aboard the Quo Vadis, a forty- 
foot slo: >, from Babylon, L. I., and had a good time. Her owner 
and f-.ends are a jolly bunch. Went to bed very tired after the 
hard day’s run at about 8 p. m. 

Weather, fair— 
strong wind. Day’s 
run, 50 knots. 

Wednesday, Aug- 
ust 11.—After put- 
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THOUGH TUCBOO WAS ONLY 16 FEET LONG, THE ENGINE DID NOT TAKE UP 
MUCH AVAILABLE ROOM. 





ting in ten gallons 
of gasolene at the 
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Thursday, August 12.—Took 
a day off to loaf and rest up. 
On getting up at about nine 
o'clock we had a swim and sat 
around on the beach for a while 
and later sailed around the bay. 
We all went ashore about 2:30 
and had a good square meal. 
Two of us then hired a run- 
about and the other a saddle 
horse and drove out to Old 
Field Lighthouse, about five 
miles. Got back aboard at 7:45. 

Weather fine. 

Friday, August 13.—“Friday 
the thirteenth”’—we were look- 

‘\: ing for trouble and got more 
a than our share. Got up at 
about eight. Filled up with 
gasolene at Bayle’s dock and 
started for home at ten. It 
started to rain about that time. The engine went back on us com- 
pletely as soon as we were outside of the breakwater and we 
worked on it for three hours before we could use it. Just about 
the time we had the engine running again we picked up a good 
easterly blow. We lowered the peak and topped the boom and 
ran on before it, with engine agoing. The boat made an awful 
fuss and we were certainly boiling along. You can’t drive a 16- 
foot boat like that without those aboard-knowing it. Ran into a 
flat calm off Lloyds Neck, so we lowered sail and “engined” home, 
anchoring off the yacht club at 5 p. m. 

Day’s run, 35 knots. 

The following is a summary of the cruise, showing distance 
covered, time consumed and gasolene used: 

Total distance covered on the cruise.......... 304 knots 

co. er ee mm Pe eee 13 days 

Gaeabetie. WHE ions eo Cin Ri evaden es 75 gallons 

The price of gasolene varied from fifteen to twenty cents a 
gallon. We paid twenty at Sachem’s Head, but we got that at 
an automobile garage about half a mile inland. With the advent 
of the motor boat we found it possible to procure gasolene con- 
veniently at nearly every town and harbor along the Sound, there 
being good facilities for procuring same, with the price nowhere 
exorbitant. 

The whole cruise stood us about fifteen dollars apiece. As 
we lived well, eating 
at the best hotels 
in the towns we 
stopped at, I don’t 
think this was what 
anyone would call 
an expensive cruise. 








town dock we left 
Saybrook at 10 a. 


m. and laid our 

course for Port Jef- 

ferson, L. I. Had 

some trouble with 

engine shortly after i 
leaving, so hoisted 

sail. Fixed engine 

and ‘t ran fine until directly off the entrance to Port Jefferson 
Harbor. As it had dropped flat calm during the day we had 
lowered the sail, so when the engine quit on us we had to put it on 
agai . A light breeze had sprung up and we sailed up the harbor, 
anch 


ring in our old position at about 7:35 p. m. 
Weather, calm. Day’s run, 46 knots. 





LINES OF TUCBOO, SHOWING HOW THE SPRAYHOOD WAS UTILIZED IN THE CABIN. 


We towed a I0- 
foot round-bottom 
dinghy through the 
roughest weather we 
had and were never 
troubled with it in 
the least. 

Our spray hood 
we found a great 
convenience, and for a sailboat that is used for cruising it answers 
the purpose just as well as on an open motor boat, giving. us pro- 
tection against the most severe weather. It would fold back when 
not in use so as to be out of the way, and ours was low enough 
not to be in the way of the boom if it was necessary to use when 
under sail. 
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ENTRANCE TO LOCK AT ST. OURS, P. Q. 


A Montreal Cruise 


THE DAM AT ST. OURS, P. Q. 


in a Motor Boat 


PART II. 


By GEOFFREY E. COOKSON 


S skipper I took the wheel as soon as we reached the open 
and felt the full force of the wind, and though there was 
not one of us that could not compete with a duck when 

it came to swimming, I advised the rest of the crew to don life 
preservers. For myself, while one was placed convenient in 
case of emergency, I preferred to be free to work until the last 
minute. 

The turbulent waters looked as though they would lash our 
apparently frail craft to pieces, but the Bonnie Jean was made 
of more substantial material than she was given credit for and 
proved a match for any kind of a sea. At one minute we were 
on the crest of an immense wave, with the bow so high out of 
the water that it looked as though we would surely turn a somer- 
sault. At the next we had dashed down, as it were, the other side 
of that mountain, digging our nose into another just as large. 
The spray would now be shot back over the cabin as if from a gun, 
striking us in the face with such force that it almost blinded us 
for the moment. The blow felt like cold steel slashing the face, 
leaving a tingling sensation as if the blood were flowing. 

Each time that we dropped into an abyss, it looked as though 
the oncoming wave would completely submerge us, but each time 
it proved to be only an illusion, for the Bonnie Jean gallantly 
tripped up the almost perpendicular side of that monster as if 
she were thoroughly enjoying the fun. She seemed to be really 
human, and we could not help wondering if her endurance would 
give out before we 
were safely landed. 

None of the crew 
was anxious to enter 
the cabin to see if the 
engine was getting her 
deserts, and I did not 
ask it, but I kept my 
ear strained to catch in 
the intervals of com- 
parative quiet any ir- 
regularity in the chug, 
chug of the exhaust as 
a warning of mutiny. 
No warning came, 
though at times when 
the equilibrium was 
changed on the crest of 
a big wave the pro- 


FOUR BROTHER ISLANDS, FROM BURLINGTON, VT., WITH THE ADIRONDACKS IN THE DISTANCE. 


peller was entirely out of the water, causing the engine to race 
at terrific speed. 

We could only go ahead, as we did not dare to take those waves 
abeam; and even as it was, my arm was stiff from holding on toa 
convenient flagpole socket on the roof of the cabin in a frantic 
endeavor to offset the roll of the boat and hold my position at the 
wheel. Little by little we edged over towards the New York 
shore as there was a lull in the size of the waves, though it was 
hopeless to think of making harbor in Port Henry. 

At last we got within a hundred feet or so of the New York 
shore and could plainly see the waves venting their fury on the 
ominous-looking rocks, licking their sides for many feet above 
high-water level. What if the steering gear broke now? We did 
not think much of that at the time, however, our nerves being 
strung to such a high pitch that the dangers did not seem real. 

As we entered a little cove about six miles north of Port Henry, 
the wind seemed to subside and a great calm began to spread 
over that part of the lake where we were. We cast anchor 
within easy reach of a fine beach and all began to feel a reaction 
after the thrilling experience through which we had just passed. 

Being thoroughly chilled, we rolled up in damp blankets and 
lay down, and for an hour the boat had the appearance of a 
plague-stricken vessel, there being no visible signs of life in the 
slumbering crew. After a while, by a great effort, I coaxed the 
others into a sufficiently active frame of mind to go ashore. We 
rowed there with all 
the bedding and sup 
plies with the idea of 
building a big bonfire 
and having a good hot 
supper. The warmth 
of the fire proved to be 
a splendid tonic, and 
we even livened the 
evening after suppef 
with camp-fire stories. 
Alphonse was, how 
ever, frank to admit 
that he had not been 
cut out for a_ sailof, 
and that he much pre 
ferred the comforts of 
home to cruising in 2 
motor-boat. In fact, 
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he was so convinced of this that at Burlington he packed up his 
things and returned home by rail, making the second desertion in 
our ranks since we left New York. 

At Burlington we were treated royally by the officers and 
stewards of the Lake Champlain Y. C., with whom we became 
quite well acquainted during a stay of two days owing to the 
miserable weather. 

On leaving Burlington a 
day’s run took us a little be- 
yond Rouse’s Point. We had 
studied the chart and easily 
cleared the Isle La Motte Reef, 
which was the only point of 
danger as far as rocks are con- 
cerned. We had intended to 
make St. John that day, but the 
water of the Richelieu River 
was so alluring as the after- 
noon sun streamed upon it that 
we cast anchor alongside of an: 
other boat, which lay at a per- 
manent mooring near a private 





where we had to obtain a permit from the custom house to navr 
gate the canals and our regular clearance papers. While we were 
doing this, we laid -up at the St. John Canoe Club, where we 
were accorded the most courteous treatment possible. 

The afternoon was well advanced before we entered the 
Chambly Canal, and it was evening by the time that we had passed 
through the last lock. We made several futile attempts to obtain 
an anchorage in the basin, as the anchor would not hold in the 
hard mud, until finally we spied a beautifully constructed private 
dock with one slip unoccupied. The proprietor’s wife was airing 
herself on the-dock, and we asked if we might tie up on the out- 
side. She proved-to be exceedingly amiable and accommodating, 
insisting that we tie up in the unoccupied slip. Presently the 
other members of her family appeared and were much entertained 
by our preparations for supper and our description of the experi- 
ences through which we had passed. They were exceedingly kind, 
offering us eggs, milk, etc., if we would call at the house in the 
morning. 

The next stage of the journey took us to Sorel, at the juncture 
of the Richelieu and the St. Lawrence Rivers, a matter of only 
fifty-four miles, but we had to pass through the St. Ours Lock 
and to fill up the gasolene tanks at Sorel. At St. Ours Lock 
the river forms a rapids, the passage to the lock being a “cut,” 
as it were, from the main river. As we approached this point Van 
and I were comfortably enjoy- 
ing an afternoon siesta, basking 
in the sun as we lay at full 
length on the cockpit seats. 
Mike was at the wheel, and as 
there was not a sign of life in 
sight, he was himself either 
dozing or taking in the charm 
of the surrounding scenery, not 
paying much attention to what 
lay ahead of us. 

However that may be, I was 
suddenly awakened by a shout 
from Mike and realized that 
we were within twenty-five feet 
of the rapids and going full 


landing, and took a swim before THE HOME OF THE LAKE CHAMPLAIN YACHT CLUB. speed ahead in their direction. 


supper. 

Having crossed the Canadian boundary, we were now in 
British waters, but as far as appearances went it would have been 
much more reasonable to suppose that we were in some part of 
France. 

The supplies that we had obtained in Burlington were only suffi- 
cient for the day and it was necessary to again go in search of 
fodder next morning. The beautiful calm of the evening before 
had been succeeded by a strong northwest wind, and while, of 
course, the waters were not in any way turbulent, it was quite a 
strong pull over to shore. We soon found a farmhouse, but were 
unable to make ourselves understood. Violent gesticulations on 
the part of my German friend and my own repeated attempts to 
properly articulate the few words, which I remembered, “l’eau,” 
“lait,” “pang,” “pain,” seemed to confuse the good lady and 
greatly amuse the ten daughters and six sons, all alike as peas, 
and ranging in ages from one to seventeen. 

Beyond that we accomplished nothing, and were about to give 
up in despair, when the proprietor himself came along, driving in 
some cows, in which he was aided by two more boys, whom we 
were unable to fit into the family tree. He could speak fairly 
good E-nglish and brought us a dozen eggs, warm from the nest, 
while he instructed his wife to put up two pounds of butter and 
two loaves of bread, all of which were of the very best and cost 
but sixty cents all told. 

Notl.ing now hindered our progress until we reached St. John, 


The quick-witted Mike, how- 
ever, was equal to the occasion, and before I could reach him he 
had thrown in the reverse hard. What a God-send a reverse gear 
is, though, in an emergency! We watched the Bonnie Jean 
crawl inch by inch towards the danger zone, but it was evident 
that the propeller, revolving at full speed in the opposite direction, 
was beginning to take effect, and just as we thought that nothing 
could save us from destruction, the boat hesitated a moment and 
then began to move slowly backwards. 
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IN THE LACHINE RAPIDS ABOVE MONTREAL, 


At Sorel we had some difficulty in find- 
ing our way into the club waters. There 
was apparently no club house, but there 
were a number of boats moored in a small 
bay off the St. Lawrence River. We could 
see no obstructions to our ,entrance in a 
straight course, but we had learned cau- 
tion by this time and throttled down the 
engine. It was well that we did so, for 
we were soon bumping over the ground 
with only about two feet of water under 
us. After extricating ourselves and mak- 
ing several futile attempts to obtain in- 
formation from the natives, we followed 
another boat through the channel and 
cast anchor for the night. 

By contracting for forty gallons of 
gasolene, we managed to get a reduction 
from twenty cents to seventeen cents. 
Though the Imperial gallons are better 
measure than the Urited States gallons, 


the wrong course, but there were the buoys at regular 
intervals to contradict any supposition of this kind. At 
last, just as the sun was setting, Mike’s keen eyes dis- 
cerned something in the distance, which he averred were 
undoubtediy, the buildings of Montreal, and we donned 
our shore clothes in expectation of a good supper in sorne 
Montreal restaurant. 

We were doomed to disappointment, however, for 
when darkness overtook us we were still a long way from 
our haven. We now appeared to be moving at a great 
speed, for the water was rushing past us, but, alas! we 
could not have been making better than four miles an 
hour. 

Still, we had no idea how far we actually were from 
Montreal, as we could now see some lights which turned 
out to be at Dominion Park, Montreal’s Coney Island. 
We could not see any boat-houses and did not dare to 
leave the middle of the river, where the now lighted 
buoys guided our course. It afterwards turned out to be 
just as well that we did not try to make a landing near 
Dominion Park, for upon our return journey we anchored 

at a boat-house in that vicinity in daylight 
and ran great risks of fouling rocks,. the 
tops of which are just below the water. 

So we followed the buoys and gradu- 
ally came within sight of Montreal proper. 
Night running in unknown waters is not 
altogether satisfactory, especially if, as 
was our case, one has absolutely no idea 
as to the kind of accommodations he is go- 
ing to find at the end of the journey, or, 
indeed, if he is going to find any accommo- 
dations at all. At night everything looks 
weird and fantastic, while apparently im- 
passable barriers rise up where no barrier 
really exists. 

As we came to the commencement of 
the docks, which stretch the length of 
Montreal’s water-front, we began to strain 
our eyes for a suitable mooring, and in- 
stinctively edged towards shore. I was at 
the wheel while Mike stood beside me for 
company. The engine never ran better, 


we had reason to believe that the quality THE DOCK AT STAVE ISLAND, LAKE CHAMPLAIN. and judging from the way that we seemed 


of the fuel is inferior. 


It was eleven o’clock in the morning before we started on the 
last stretch to Montreal, but as it is only forty-five miles we ex- 


dected to be in that city before evening. We had not 
counted on the current, however, which is strong enough 
everywhere, but in the immediate neighborhood of Mon- 
treal runs at nine miles an hour in places. The channel 
is very well marked with buoys, and though many islands 
are passed on the way, a chart is not a necessity. We did 
not have one, though there were times when we should 
have liked to have known where we were. 

The river itself is magnificent and by comparison it 
makes the Hudson look insignificant, though the scenery 
along the banks of the latter is unsurpassed anywhere. 
A very noticeable feature of the towns and villages on the 
banks of this huge river is the Roman Catholic churches 
of almost identically the same design, standing out promi- 
uently amongst the scattered frame houses and trees. 

Along towards 6 p. m. we began to think that, even 
after making allowances for the current, we ought to be 
sighting the buildings which designate the outskirts of 
a large city, and as we rounded each promontory or island 
we eagerly strained our eyes for some such evidence, but 
in vain. We began to think that we must have taken 


to be rushing through the water, we ought 


to have been making splendid time. The watchful Mike was, 


(Continued on page 152.) 
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HE new power cruiser Muskalonge, designed by Messrs. 

Cox & Stevens for Mr. Ira Kip, of the New York Yacht 

Club, for use in the Thousand Islands, is quite unusual 

in appearance, inasmuch as she has a turtle deck forward, cabin 
trunk amidships and a large cockpit aft. 

A peculiar feature of the cabin trunk is the slope of sides at the 
forward end, toward the centre. Another feature which will be 
noticed is the upward curve or crown of the side decks to meet 
the base of the cabin trunk. 



































With her two dummy stacks and the peculiarly shaped trunk 
mounted on the turtle deck, Muskalonge bears a strong resem- 
blance to a miniature torpedo boat. She is 50 feet in length over 
all, 49 feet 9 inches at the waterline, with a beam of 9 feet and 
a draught of 3 feet. 

She is of the semi-speed type, with straight stem and V tran- 
som. The motive power consists of a 6-cylinder, 100 horsepower 
engine, which is expected to turn a propeller 24 inches in diameter, 
and 30 inches pitch at 800 revolutions per minute. 

The engine is placed well forward, in order to give the maxi- 
mum amount of available space in both cockpit and cabin. Two 
dummy stacks have been placed on top of the cabin trunk, one 
of which serves as a ventilator to the cabin and the other performs 
the same service for the engine space. 

About 5 feet of the forepart of the boat is devoted to storage 
space. Next comes engine room and crew’s quarters combined, 
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A Novel 50-Footer 












which occupy a compartment 14 feet in length. This compart- 
ment, which contains a pipe berth, engine, stove, ice-box and 
dresser, may be reached through a hatch in the forward deck, or 
by a door in the bulkhead, which separates it from the main 
cabin. | 

Aft of the engine space is the main cabin, a trifle over 7 feet 
in length, with transom seats on each side, a wardrobe on the 
port side forward and a buffet on the starboard side. 

Forward of the main cabin, on the starboard side, is a lavatory 
for owner and guests. A companionway, on the port side of the 
after main cabin bulkhead, leads to the 19-foot cockpit, under 
the floor of which are two gasolene tanks of 80 gallons capacity 
each. 

On each side of the passageway from the companionway to the 
cockpit is a raised bridge with ice-box under, accessible from the 
































cabin underneath. The cockpit will accommodate twenty people, 
and engine control is arranged to be within reach of the steers- 
man, so that the boat may be easily navigated by one man. 

Muskalonge is to be planked entirely with selected mahogany, 
which will be finished bright and she will undoubtedly prove an 
extremely smart-looking craft. 

The owner’s intention is to use ker as a ferry boat during the 
season, and it is the expectation of her designers that she will 
make in the neighborhood of 17% miles per hour. 


A 33-Foot Cruiser 


HE accompanying plans show a 33-foot trunk cabin cruiser, 
built by the Tarrytown Boat Works, of Tarrytown, N. Y., 
for Mr. Geo. Kent, of New York City. 

The boat has a well rounded bow and V-shaped stern with con- 
siderable tumble home aft. Her length on the water line is 31 ft. 
6 in.; beam, 8 ft. 6 in., and she draws 2 ft. 8 in. of water. The 
engine is a 4-cy- 
linder, 20-horse- 
power, 4-cycle 
motor, which 
turns a propeller 
24 inches in diam- 
eter and with 32 
inches pitch, 580 
revolutions per 
minute, giving 
the b oat a speed 
of 12% miles per 
hour. 

The cabin 
trunk is of ma- 
the 


hogany, 
planking of cedar, 


copper fastened, 
and the boat has 
proved herself, 
during the past 
season, a _ very 
comfortable and 
handy cruiser. 

The cabin is well laid out for comfort and convenience, the 
forward stateroom being 6% feet in length, and having between it 
and the 10-foot main cabin a wardrobe on the port and a lavatory 
on the starboard side. 

The reverse gear, and also the greater portion of the engine, 
is under the floor of the self-bailing cockpit. On the port side 
of the engine is the food locker, ice-box and a two-hole kerosene 
stove. On the starboard side are the companionway steps and a 
dish locker. 


THE 33-FOOT CRUISER UNDER WAY. 














SHE IS EASILY HANDLED BY ONE MAN. 


The cockpit is 9 feet in length, with athwartship lazy-back 
locker seat at the after end. A gasolene tank of 85 gallons’ ca- 
pacity is carried forward, and a 30-gallon water tank is stowed 
under the after-deck. 

The small windows forward, in drop sashes, furnish but very 
little glass surface to be exposed in rough water, while the larger 

ones aft, in com- 
bination with the 
hinged _ skylight 
over the main 
cabin, and_ the 
large ventilating 
cowl over the for- 
ward stateroom, 
give the maxi- 
mum of ventila- 
tion and render 
her a particularly 
good boat for hot 
weather service. 
There is good 
head-room in the 
cabin and the ac- 
commodations be- 
low are unusual 
for a boat of this 
peewee §=86Size. The ten 
™ = dency to go back 
to the older type 
of trunk cabin in- 
stead of the so-called raised deck is exemplified in this boat as 
well as in a number of other craft that have been turned out this 
year. The symmetry of the hull is more readily 
preserved with a boat of this type and they are 
much handier for getting around forward than is 
the raised decker of under 35 feet length. 

This boat is an unusually good-looking little 
cruiser, and with a speed of 12% miles, she is 
fast for the power carried. 
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A New Five-Metre Sloop 


signs for a 5-metre sloop that will be built and raced in 
Finland, the owner of this new boat being Mr. Ivar 
Korkman, of Nystad. The principal dimensions of this new craft 
are: Length over all, 30 ft.; water line; 19 ft.; beam, 6 ft. 6 in., 
draft, 4 ft. 9 in., with a sail area of 450 square feet. The plans 
show a full-bodied powerful vessel of 
large dimensions for her class, the 
owner wishing a craft that would 
have good cruising accommodations 
and at the same time be able to make 
a good showing against other vessels 
of similar rating. With this in mind 
a considerably larger displacement 
and greater sail area have been used 
in this design than usual and the re- 
sult has been a powerful, able vessel, 
having comfortable accommodation 
for two in her cabin, which is rather 
unusual for a craft of her dimensions. 
This vessel, which has been de- 
signed under the Universal rule, is a 
boat decidedly similar to the Jewel 
class, also designed by Messrs. Cox & 
Stevens last year, which proved very 


M we COX & STEVENS have just completed de- 


of this vessel being, approximately, 34 ft. over all, 21 ft. water 
line, 7 ft. 3 in. beam, and her sail area being 540 square feet. This 
vessel has water-tight cockpit and sleeping accommodations for 
four men in her cabin. 

The third vessel is a 5-metre sloop for Dr. Leonart Petersen, of 
Helsingfors, the dimensions being, length over all, 30 ft.; water 
line, 18 ft. 3 in.; beam, 6 ft. 6 in.; 
draft, 4 ft. 7 in., and sail area 410 
square feet. 

A comparison between the Petersen 
boat and the Korkman boat shows 
that the former, not being intended 
for cruising, has a somewhat smaller 
displacement, shorter water line 
length and less sail area. All three 
of these boats have been designed 
under the Universal rule, which is fol- 
lowed in all cases in recent vessels de- 
signed for Finiand. 

The conditions under which these 
vessels will race are somewhat dif- 
ferent from those maintaining in 
American waters, the wind as a rule 
being decidedly heavier and the races 
being held in practically open water. 








popular on the Sound. 


These points have been borne in mind 














The fact that Mr. Korkman’s boat 





is intended for cruising as well as 
racing has, of course, affected her design to a certain extent; but 
she will, notwithstanding the restrictions imposed by this fact, 
undoubtedly be a fast, able boat, and her performance should be 
noted with great interest, as she will be sailed in competition with 
a large number of similar vessels by other designers. 

This is the third racing sloop now under construction in Fin- 
land from designs by Cox & Stevens, one of the others being a 
6-metre sloop for Dr. Karl Arrhenius, of Nystad, the dimensions 


by the designers, and the boats will 
undoubtedly give a good account of 
themselves, being fast and able. In appearance they will be at- 


tractive, having good freeboard, pleasing sheer, well balanced 
ends and sections sufficiently sharp to make them very satisfac- 
tory in the choppy waters in which they will be sailed. 

In each one of these boats the designers have been requested 
by the owners to have everything of the best throughout, and 
with this in. mind the details of construction have been given most 
careful attention. 


The boats are mahogany planked throughout. 
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A 30-Foot Boat for General Use 


itself anew each season as to whether his new craft shall 
be an out-and-out cruiser or one of the day service type. 

To but few of us is given the time to make many extended 
cruises during the season, but to every motor boat owner the 
pleasure of being able to entertain his friends on an afternoon 
run, or a day trip, appeals quite strongly; so the question natur- 
ally presents itself as to whether the short trips shall be the main 
consideration, or whether for the sake of an out-and-out cruising 
craft both speed and cockpit 
space shall be sacrificed. 

That it is quite possible to 
combine the main features 
of both types in one boat is 
nothing new to either build- 
ers or designers, but a con- 
crete illustration of how the 
probiem has been solved in 
one particular instance will 
undoubtedly prove of more 
than passing interest to our 
readers, particularly those 
who are contemplating plac- 
ing an order for their first 
boat for use next season. 

The more one studies the 
plans of Knoxie II the bet- 
ter one likes her. She pos- 
sesses to a high degree these qualities which make for a satis- 
factory afternoon runabout, while at the same time she is a 
cruiser on which two people may take comfortable trips of some- 
what extended length. 

The 10%-foot cockpit, which may be filled with chairs, and 
her 10-mile-an-hour speed, makes her ideal for afternoon trips 
with a party of guests. The facility with which this cockpit can 
be cleared for a cruise, and the separation of engine room and 
galley from the sleeping quarters, make her a very comfortable 
cruiser. 

The engine is not of too high a power to be run at an eco- 
nomical fuel cost and allows of a moderate-sized tank, giving a 
fairly good cruising radius on one filling. 


ge jeg the man who can afford but one boat the problem presents 


KNOXIE II. 








A GOOD COMBINATION OF DAY BOAT AND CRUISER. 




















The boat is 30 feet in length over all, with 6 feet 6 inches 
beam and draws 2 feet 6 inches of water. The freeboard forward 
is 3 feet 6 inches and aft 2 feet 4 inches. The cockpit is self- 
bailing, with the floor 8 inches above the water line. The cabin 
is 6 feet 6 inches in length and has 5 feet 6 inches headroom. 
The engine room is 4 feet long. 

Three 6-inch port lights on each side light the interior. The 
engine is a 2-cylinder, 2-cycle Knox motor, with 5'2-inch bore 
and 6%-inch stroke, which is rated at 13 horsepower, which it 
develops at 425 revolutions 
per minute. At 600 revolu- 
tions per minute it develops 
17 horsepower. 

The propeller is three- 
bladed, 22 inches in di- 
ameter, with 30-inch pitch. 
The engine is equipped with 
a Knox reverse clutch. Un- 
der the after-cockpit seat 1s 
an icebox of fifty pounds’ 
capacity. 

Knoxie Il. was designed 
and built by the Camden An- 
chor-Rockland Machine Co., 
of Camden, Maine, for F. 
H. Thompson, of Hampton, 
N. H., and has proved her- 
self to be a very seaworthy 
boat, having on her first trip made a no-stop run from 
Camden, Maine, to Hampton, N. H., a distance of 200 miles, in 
24 hours, a particularly good showing for a new boat, as she had 
just been put into the water. Moreover, this trip was taken 
early in April on the Maine Coast. 

The lines of the boat show that she is well adapted to rough 
water conditions. She is fairly sharp forward, with the greatest 
beam well aft of amidships. The crown of the trunk cabin is 
not excessive, and she has a low rail or batten along each side 
of this trunk at the edges. 

She is certainly a type that will appeal to the man who wishes 
a good combination for day use and cruising purposes, and which 
may be obtained at a very reasonable figure. 








it 
S 
'- 
ys 





PPAHE Meadow Lark II., designed by William Gardner and 
built by the Holmes Motor Co., of West Mystic, Conn., 
for Mr. C. E. Bedford, is 50 feet in length over all, 45 feet 

on the water line and 10 feet beam. She is a raised-deck cruiser, 

very strongly constructed, with a hull of the compromise stern 
type. Unlike most power cruisers of this size, the raised deck ex- 
tends the full width of the hull for the entire length of the cabin, 
instead of being narrowed amidships to provide for a side deck. 

The extreme for- 
ward portion of the 
boat is given up to the 
chain locker, to which o 
entrance is gained by a 
15-inch circular deck 
hatch. Next comes the 
crew's quarters in the 
6'%4-foot forecastle, on 
each side of which are 
pipe berths and locker 
A square hatch 
in the deck gives access 
to this compartment, 
which is entirely shut 
off from the rest of the 
boat. Aft of the crew’s 
quarters is the space 
for the gasolene tank, 
which is located be- 
tween two water-tight 
bulkheads and extends across the full width of the hull. Next 
come the owner’s lavatory, 3 feet in length, and with a large linen 
locker on the starboard side. From the lavatory a swinging door 
leads into the saloon-stateroom, 8 feet in length, on each side of 
which are locker seats which extend to form berths at night. 

In the centre of this cabin is a folding swing table, and at the 
after end a buffet on the port side and an ice-box on the starboard 
side. A swing door in the starboard side of the after bulkhead 
of the saloon leads into a passageway to the companion, while 
a slide door in the port side of the after bulkhead of the saloon 
leads into the engine room and galley, 6% feet in length, in 
which, beside the engine, are located ice-box, dresser and stove. 





seats. 


MEADOW LARK II, A FAST 50-FOOT CRUISER. 


A Fast 50-Foot Cruiser 





SHE MAKES SOMETHING BETTER THAN 124 MILES. 


A ladder and hatch, on the port side of the engine room, allows 
the engineer to reach the deck without going through the saloon. 

The boat is particularly well provided in respect to locker space, 
and, as will be noticed, the arrangement is such as to make it un- 
necessary for engineer or crew to pass through the owner’s 
quarters to reach the deck. 

The cockpit is 12 feet long, self-bailing, with storage space un- 
derneath. A ventilating cowl is set in the deck over the forecastle 
and another over the 
lavatory. There are 
also two skylights, one 
over the saloon and one 
over the engine room. 

The power plant 
consists of a 4-cylinder, 
6 x 8%-inch medium- 
duty Holmes motor 
which, on her trial trip, 
gave the boat a speed 
of 12% miles per hour. 
Since her trial trip it 
has been reported that 
she has rather ex- 
ceeded this speed. 

As will be seen by 
the photograph here- 
with, she presents a 
very trim, clean-cut ap- 
pearance and ought to 
prove a very good rough water boat. 

She has a miltary mast stepped amidships and a heavy rail is car- 
ried along each side of the cabin roof, 18 inches high, giving a 
feeling of security to passengers or crew desiring to go forward. 

The boat has particularly fine lines, the stern being drawn 
out gracefully with considerable overhand for the compromise 
type. The keel itself does not extend beyond station No. 9, the 
shaft and propeller projecting from that point and being held 
in fosition by a strut. The bow has just enough rake 
to make. it graceful. By having but little crown to the cabin 


roof, a good deal of available deck room is had on top of the 
raised deck. 
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Some five years ago, when ocean rac- 

ing was a comparatively new thing, 
an Ocean Challenge Cup was pre- 
sented by the Brooklyn Yacht Club as a perpetual challenge cup 
to stimulate ocean racing among amateurs. One of the strictest 
provisions of the deed of gift was that every man aboard a com- 
peting boat must be a bona fide amateur. Professionals in any 
capacity were barred. 

This year the fourth race for the trophy was held, five boats, 
all under 32 ft. water line, starting over a 280-mile course, 225 
of which was outside of headlands. The course was a difficult 
one, and while a knowledge of nautical astronomy was not re- 
quired, navigation played an important part in the race, the courses 
being many and varied, with strong tides to figure on, to add to 
which a thick fog was encountered for a good part of the way. 
Never was there a minute on any of the boats when a professional 
sailor or navigator would have been of any assistance to the crews. 
All of the boats were well handled throughout, and I doubt if 
any professional could have sailed a better course or gotten more 
out of the boats than was done by the crews sailing them. Pro- 
fessionals were not even allowed in the capacity of steward, and 
while this was regretted by some, it was a wise provision, inas- 
much as it barred any loop hole for the admission of paid hands. 
There was no time during the race when the crews on any of the 
boats had the slightest doubt as to their ability to meet any con- 
ditions that might arise. 

This is a state of affairs that would have been unknown six or 
seven years ago, and shows how tast the average Corinthian yacht 
sailor has been learning the game. It also shows a healthful 
state of the sport, when five yachts, averaging five or six to a 
crew, could be found to make this race under the conditions 
imposed. | 

What I am leading up to in all this is that the same thing 
ought to be possible in power boats; and not only possible, but a 
thing devoutly to be wished for and essentiai, if long-distance 
power boat racing is to survive. 

The Marblehead race has just been run, with only four starters, 
as against twelve last year and thirteen the year before, and prob- 
ably every entry had a paid navigator and paid hands in the engine 
room. The off-shore power boat races are practically the same 
thing, and often two-thirds of the crew are paid hands. 

There is too much professionalism in the game as it stands to- 
day for the good of the sport, and by that same token it can be 
seen that power boat racing is not holding the interest of the 
power boat owners that it should. The power boat men have been 
at the game long enough to be able to navigate their own boats 
in safety; at least they should be able if they are not. Aside from 
that, the admission of professionals as members of the crew opens 
the way to entries for other interests than those of pure sport. 
The minute this happens the average Corinthian skipper and owner 
stays out, feeling that conditions are not equal when he is com- 
peting against paid hands in the engine room and on deck, 
and against concerns with an unlimited amount of money to 
spend in fitting out their boats and making the race, doubling or 
trebling without thought any outlay he can afford. This is not 


Professionalism in 
Racing. 
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meant to say that there are not boats that enter these races fo, 
ulterior purposes and yet do so in a sportsman-like way and en- 
joy the spirit of competition. By all means continue to provide 
events in which they may take part, but there should be certain 
races, if long-distance racing is to grow in popularity, that should 
be kept free from any possible implication of professionalism, and 
which an owner may enter feeling that he had at least an even 
chance with those entered against him and does not have a handi- 
cap to overcome before the race is started. The writing is al- 
ready plain in the decreasing number of starters in long-distance 
racing, and should be heeded if this branch of the sport is to 
be kept alive. 












One of the most important services 
the power boat has rendered, and one 
that is apt to be overlooked, is in the 
increased number of yacht clubs they 
have brought into existence and in the 
filling up of the old clubs with new members brought in by their 
interest in power boating. Just how great this growth is, is best 
seen by Lloyd’s yacht register, in which are listed 458 regularly 
organized yacht clubs as compared with 159 clubs in 1905, an in- 
crease of nearly 300 per cent. in just five years. Besides this, 
there are a great many clubs that are not listed, owing to the 
fact that they have but recently organized and have not sent in 
the requisite data. 

This increase is made up very largely of clubs devoted especially 
to power yachting, the members being practically new recruits to 
those who sail for pleasure. It also represents to a large extent 
the formation of clubs in a territory that has heretofore been 
devoid of any clubs for social and pleasure purposes, such as along 
the lakes and rivers of the Middle West and along the great ex- 
panse of the Pacific Coast. 

Conversely, while the motor boat has been instrumental in fos- 
tering the growth of yacht clubs, the yacht clubs in turn, with 
their growing membership, will greatly help to swell the number 
of power boats in use, and it is easy to believe that another five 
years will see almost as great a percentage of increase in power 
boats as the last five years has seen in the number of clubs. 





What Power Boats 
Have Done for 
the Yacht Clubs. 















As far as any public announcement 
or published trials of any possible de- 
fenders for the British International 
trophy that will appear in the elimination races about the middle 
of August, the public and the motor boat world at large is stil 
very much in the dark. At this writing it seems doubtful if any 
Western boats will be at the starting line. In another article i 
this issue is published a description of the English challengers 4s 
far as details are obtainable, and from this, it would appear that 
the American defenders will have to make faster time than has 
ever been shown before to keep the cup on this side. As usual, 
there is some talk of mysterious boats being tried out in private, 
but what there is in these rumors remains to be seen. It is to be 
hoped that Dixie ITI and Intruder will be in such shape as to pu! 
up the best race that they are capable of on August 20. 


Defense of the British 
International Trophy. 
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: Less Gasoline Less Heat 
: Steady Pull Less Vibration 





MAKES A FOUR-CYLINDER RUN LIKE A SIX-CYLINDER 
: ON THE GASOLINE CONSUMED BY A TWO-CYLINDER 


est 


“a A Means of Perfect Carburation 

in- Everyone who has driven an automobile, a motorboat, or a motorcycle, has observed that the power and smooth 
us, running qualities of gasoline engines diminish at a rate out of all proportion to the diminished speed. This is partly due 
the to the difficulty of so constructing a carbureter as to maintain the proper proportion of gasoline spray to air under 


in varying conditions. 


But there are two other elements which enter into this problem of the hydrocarbon engine, namely: EVAP- 
ily ORATION and HOMOGENEITY. 


; to The more thorough the evaporation of the gasoline spray, the more easily is the air carbureted; and the more even 
ent the distribution of the gasoline in the carbureted air, the greater the efficiency of the explosion. 

een The HOMO is a demonstrable solution of the difficulties presented in the case of these two important factors, 

ong The HOMO consists of a housing or casing so constructed as to be inserted between the carbureter and the intake 
ex- manifold of the engine. Inside of this housing is a wheel which revolves upon annular ball bearings. 


This wheel is composed of fan blades and wire mesh of a given degree of coarseness. 


fos- The mixture of gasoline spray and air in the carbureter is drawn by the engine through the mesh-fan-wheel. 

















vith The fan blades cause the wheel to revolve at high speed, and the mixture must pass through the flying mesh, which, 
iber by violent impact, breaks up the particles of gasoline and enforces evaporation. In the consequent agitation, the air 
five becomes evenly carbureted with this evaporated gasoline. 
wer 
THE RESULT IS: 

INCREASED POWER, 25 TO 50 PER CENT. || INCREASED SPEED—Because of quicker expansion due to more 
. LESS GASOLINE AND LESS HEAT, 25 TO 50 PER CENT Se eee 
de- Z 4 | LESS GEAR CHANGING—Because you can “stay on the high” 
onal The excess of gasoline required, where the carbureting is not | with the increased power, at low speeds. 
ot thoroughly and homogeneously accomplished, cuts down the power LESS VIBRATION—Because of the even explosions, 
a and causes heat because of slower expansion due to slower com- LESS VALVE GRINDING—Because of reduced heat and im possi- 
¢ bustion. This is eliminated. bility of getting raw gasoline on the valves. 
s as 


x THE GREATEST SCIENTIFIC ADVANCE THE GASOLINE MOTOR WORLD HAS EVER KNOWN 
has = 








=| | GASOLINE MOTOR EFFICIENCY COMPANY 
Soot 98 Exchange Place, Jersey City, N. J., U. S. A. 
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MARIDA GOING AFTER ILYS. OVERFALLS LIGHTSHIP. 


NAVIGATOR OF LADY MAUD. QUAKERESS CROSSING THE BAR. 


Driftwood from Along Shore 


The Yachtsmen’s Club Open Ocean Race 


The ocean race of the Yachtsmen’s Club is the outcome of the class work 
in navigation done at the club during the winter. Some three years ago, 
when the club was first organized, the question was asked, “What is the use 
of studying navigation if you do not practice it?” That started ocean races 
in the section south of Sandy Hook, and to-day the men who navigate the 
boats have the art down pat, and are capable of taking a yacht any distance 
along the coast that may be proposed. 

Next year the race will be longer, and will probably require knowledge 
of the art of navigation as far as sight at noon for meridian altitude and 
time sight for longitude. 

There were two distinct races held, both starting July 8, one for 
auxiliaries and one for power boats, the latter being started in the after- 
noon, and they were run under the auspices of the Yachtsmen’s Club and 
the Seaside Yacht Club. 

The race this year was a great success, although several entrants did not 
come to the starting line. The course was some 50 knots longer than last 
year’s race, as the turning point was the well-known Fenwick Island Shoals 
light vessel. 

The start from Young’s Pier, Atlantic City, gave thousands of visitors 
a chance to see the boats and get-away; in fact, the yachts could be seen 


all the way to the whistling buoy, and after turning that they followed the 
coast line until lost to view as they made for the N. E. End Lightship. 


START OF THE AUXILIARIES 


The committee in charge of the race had five entries in the auxiliaries 
class, but only two came to the line. They were Mira, owned by Richard L. 
Young and Isaac Heidelberger, and Quakeress, owned by A. D. Edson. 

Mira is only a 36-foot auxiliary knockabout, with a 6-horsepower engine, 
while Quakeress is a 40-footer, with a 12-horsepower motor. It looked as 
if Quakeress would have it all her own way, as she could go under power 
alone a little better than 8 miles per hour, but Mira had 1 hour and 40 
minutes to her credit, and “Dick” Young felt confident that he could beat 
“Uncle” Al Edson, so the two little racers powered over the bar and made 
for the starting line. Promptly at 12:20, July 8, the last gun said “Go it, 
boys,” and they did go! I was out there on the good ship Lady Maud, 
and did my best to catch them, but it was no go. Quakeress had a double 
reef in her mainsail, and was the first to cross. She soon broke out a 
balloon jib, and with that 12-mule power engine and a quartering breeze 
she went for the whistling buoy like a speed boat. 

Mira carried full mainsail and a smashing big silk ballooner forward, and 
hung on to Quakeress until the whistling buoy was passed and the wind- 
ward work commenced. She then had the worst of it, as it was blowing 
strong from the south, and the hard head sea was too much for her small 
engine power. 

Captain Young said, “We had the Quakeress in sight until we reached 
Cape May; then we laid our course for Overfall Lightship, to take advan- 
tage of the ebb tide coming out of the Delaware Bay. But I thought we 
never would reach Fenwick Island Shoals Lightship, as the wind dropped 
and our gasolene ran out. We passed about 4:30 A. M. Saturday, and 
felt sure our chances to win were gone. About 9:30 the wind came in 
strong from the south, and I cracked on all sail and drove the little ship 
for all there was in her. At times it looked as if the stick would go, but 
we were racing and we knew the Quakeress had that big engine running 
while we were nearly becalmed. Opposite Sea Isle City we found a fishing 
smack, and I asked for some gasolene. They gave us § gallons, which we 
soon made good use of, but we:saved enough to take us across the bar at 
Atlantic City, knowing there would be a solid break across it by the time 
we reached there., We finished at 3:25 P. M. Saturday, and it took the 
Mira nearly 28 hours to cover 140 knots. The story would have been 
different if we had taken more gasolene.” 


The boys on the Quakeress were tired out but happy. Fred Biddle did 
the navigation, and was “some tickled,” as he missed one turning point in 
last year’s race, but made the Quakeress win this year. 

“Uncle” Al Edson says: “Well, didn’t we go some! It was a shame to 
take the money and that handsome silver cup; but it was some sloppy out 
there about 11 P. M. It’s a wonder to me how such a small yacht can make 
headway in a head sea and hard blow such as we had; but it does, and all 
you have to remember is to keep a lookout forward, watch your log and 
drive the little beggars. The more I get of this sea racing the more I want. 
There is. a fascination and element of good luck attached to this kind of 
racing, and it makes you feel that you have done something.” 

After. seeing the auxiliaries off the Lady Maud crossed the bar and tied 
up at the Sea Side Yacht Club, and then prepared the last 5,000 things to 
be done before our race was called at 4 P. M. Our run outside showed 
us that our new cam shaft was set wrong, and that life lines must be run 
around the yacht, and that we had a few thousand gallons of water in 
our hold, so the crew was busy up to the last minute; but when 3 o’clock 
came I gave orders to cast off the lines and start for the racing line. 

The Lady Maud was soon followed by Ilys, Marida, Isabella II and three 
others—I will not give their names. 

The bar was some fussy as we reached it, and the ship was knocked 
around a little; but it was not dangerous, as no seas came aboard. It was 
a sight to see Ilys, Commodore J. G. N. Whitaker’s Havana racer, take 
a sea—up, up, up she would go, and then smash the top of the sea into 
foam and go skidding down the other side. She looked fine, and is without 
doubt a wonderful sea boat. Our boat, the Lady Maud, broad of beam and 
shoal of draft, would come to a standstill when we hit a sea, but Ilys never 
seemed to mind it and went on at the same speed. 

Marida, the big 65-footer, owned by Robert and Richard Moore, of 
Bridgeton, N. J., paid no attention to the seas. She must have been going 
at least 9% knots over that bar, and the way she threw the suds made a 
delightful picture. 

Isabella II, owned. by Commodore Thompson, of the Ventnor City Yacht 
Club, crossed under low speed, but her seaworthy qualities were soon 
apparent. As she fell off a sea I noticed that she went straight ahead, and 
that the helmsman had no trouble steering. She did not work like some 
of the other boats and rolled less than Ilys. 

Now for the other “three.” They took one frightened look at the sea, 
turned tail and fled for mother. One of the captains on one of the “three” 
said: “My boat could cross that bar at any time, and could cross the 
ocean; she is the best sea boat I was ever on, and can make 13 knots.” |! 
guess he meant 13 knots in a rope, and, of course, she could cross the bar at 
any time—but she didn’t. 

Only four of us at the starting line, and the crew of the Lady Maud 
feeling mighty blue to think we are to race those big ships in a head sea 
We expected three others in our class, but what was the use of kicking? 
The starting gun had just fired, and we had five minutes to wait before 
trying to cross the line ahead of Ilys. 

The Lady Maud ran within 100 feet of the starting line, and our time 
called for ten seconds more, but we got cold feet and turned the boat of 
the course, fearing to cross too soon. It was well we did so, as the gw 
was fired about half a minute late, and that lucky Ilys won the get-away. 

Ilys took the lead, Isabella II followed, with Lady Maud third, while 
Marida crossed the wrong side and went back for a new start. With the 
wind and sea aft of us, Lady Maud held on to the fleet nearly to the 
whistling buoy. Marida, even with her bad start, got around the whistler 
first, Isabella second, then Ilys and Lady Maud, eleven minutes later. 

Now for the run to N. E. End Lightship! That handsome Marida, with 
a 60-horsepower Sterling engine, went to the southard like a battleship. 
The head seas were just right for her, and she played with them and tossed 
them into foam like a porpoise. Isabella II is nearly her equal, but as sht 
is only 52 feet over all the seas stopped her slightly. She is without doubt 
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More 








Cheaper Light 


There is a lot of satisfaction in having your motor boat equipped with an 
efficient lighting system. 

It increases the value of your boat and at the same time gives you many evenings 
of pleasure that you could not otherwise have. 


You know there isn’t much satisfaction in going out at night with dim, flicker- | 


ing, unsteady lights that are sure to blow out just at the moment when you need 
light most. 
With the Dayton Launch Lighting outfit on your boat you can have— 


More Light than you ever had the pleasure of enjoying before; you can have | 
a Searchlight to pick out your course; Bow and Riding light that wi// not go out, | 
no matter how hard the wind blows; Cabin lights that flood the interior of your | 


boat with brilliant, steady, white light. 
Better Light for the simple reason that electricity always gives you a clearer, 
steadier and more dependable light than anything else. 


No more smoky. foul-smelling unreliable as well as dangerous oil lamps are | 


necessary. 


lighting costs you practically nothing. 


Fruita we htdivsties 


Outfits 
How the Dayton Outfit Works 


The current is generated by our Dayton Dynamo, a compact, oil and water- 
proof enclosed dynamo, that runs by contact with your engine. 

Current thus generated is accumulated in our Hubler-Dayton Storage Battery, 
the best storage battery ever devised for marine use, and from this battery it is 
drawn by the lamps as required. 

This double source. of current insures against accident. You always have 
current whether the engine or dynamo is running or standing still. 

The switchboard gives you complete control of the system. With it you can 
light any or all lights as desired, cut out storage battery or dynamo as you wish; 
and a meter gives the amount of current on hand and the rate at which it is being 
generated and used. 

We build Dayton Launch Lighting Systems in three sizes, to fit the smallest 
or largest motor boat. 


Free Ignition System 


The beauty of the Dayton Launch Lighting Ssytem is that it gives you a 
perfect Ignition System without cost. 

The current that is generated by this outfit can be used for Igniting the engine 
and insures a constant supply of steady current of even voltage for this purpose. 

We also make the famous Apple Ignition Dynamo, the most reliable ignition 
device known—also the well-known Hubler-Dayton Storage battery and every 
article necessary to properly ignite a gas engine. 

Our experience is at your disposal. Write us to-day for our Launch Light 
outfit or any of our ignition specialties. 

















The Dayton Electrical Manufacturing Co. 


argest Manufacturers of Ignition and Lighting Apparatus 
Exclusively in the World 


99 ST. CLAIR STREET . - « « DAYTON, OHIO 















Light—Better Light 





Cheaper Light because after the first cost of the outfit, the current used for | 
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fleet of revenue boats on the coast or lakes, 
you probably remember the 


Reed & Barton 


SILVERWARE 


Chances are every time you dine with a friend on his big or 
little yacht, the silver bears the same name. 

It would be hard to say, off hand, how many boats do use 
Reed & Barton silver exclusively. 

It doesn’t corrode. That's the big fact to remember. 

For years and years, we've made a specialty of heavy, durable 
silver, plated so it cannot corrode—just to fill the needs of water 
craft and club houses along shore. 

This silver is as dainty and graceful in appearance as it is 
durable. None of it has worn out yet. 

Any leading retail jeweler will be glad to tell you all about it. 





There never was a more interesting book of trophies and 
loving cups than our Trophy Book. Send for that, too. 





REED & BARTON CO. 
320 Fifth Ave. NEW YORK CITY 4 Maiden Lane 

















Please mention Yacutrnc when corresponding with our advertisers. 





OFFICERS OF THE CHESAPEAKE BAY YACHT RACING ASSOCIATION. 


LEFT TO RIGHT, J. A. DINNING, W. W. GRIER, J. H. ROBINNETTE, T. C. MORRIS. 


the largest boat and the most comfortable boat for 52 feet I have ever seen. 
She carries a 40-horsepower Twentieth Century engine, and has made I1 
knots. Ilys knew she could lick the fleet before starting, and didn’t mind 
the other boats being ahead, but took care they did not get too far away. 
Even at that she only won with 7 minutes and 21 seconds to the good. 
When the Lady Maud turned the whistler we found our goose was 
cooked. She would take one sea nicely, jump across to the other, and then 
go out of sight. I thought many a time we had cracked the bottom out 


of her; she certainly did pound, but all the same she was doing her best 
and going along at 5 knots per hour. 

I give her log to show what an under-powered, broad-beamed Barnegat 
Bay cruiser can do under conditions not at all suited to her. 


LOG OF LADY MAUD. 


Friday, 4:05 P. M. Starting gun fired. Ilys across first, Isabella crossed 
second, Lady Maud third, and the Marida passed to the wrong side of the 
buoy and made a new start. 

Log reads 100; 3:08 P. M. passed whistling buoy and trailed the log; 
now on our course S. S. W. % W. for the lightships. From starting line 
our time is 1 hour 3 minutes; 10:30 P. M. passed N. E. End Lightship. 
Sea ahead and rough for us. 

Log reads 127% knots; about correct. 
running like a top. 

Saturday, July 9, 12:35 A. M., passed Five Fathom Lightship; sea a little 
smoother. We are on our way for Fenwick Island Shoals. Log read 138% 
knots. 

Reached Fenwick Shoals 4:30 A. M. Log read 161. Fine, only 1 knot 
ahead. Passed Overfall Light vessel 8:32 A. M. Log 184; calm sea; set 
awning; very hot. 

Long run up the coast to Atlantic City, but at last we reach the finish line 
at 2:51 P. M. 

Time over the course of 140 knots, 22 hours 51 minutes. 
per hour. 

All well, and we are sure of winning that barrel of Autoline oil presented 
by the W. C. Robinson Company for the power boat that finishes last. 
Elapsed Correct 

Time. Time. 
16:54:40 15 7:13:34 
15:22:45 15:22:45 
16:21 :50 15:53:11 
22:51:00 


Hard to steer the old girl; engine 


About 6 knots 


Finish. 
8:50:40 
7:27:45 
8:26:50 
2:51: 0 


Boats. 
Ilys 


Isabella 
Lady Maud 
Ilys wins first prize. 
Marida wins second prize, also a barrel of Zurnoil, presented by O. F. 
Zurn Company, for crossing the line first. 
Lady Maud wins a barrel of Autoline oil, presented by William C. Robin- 
son Company. 


AUXILIARIES 


11:49 A. M. 
3:25 P.M. 
Quakeress won first prize auxiliary and shield. 
Mira wins second prize. 


Quakeress 23:29:40 


27 :05 :00 


23 :29 :40 
25 :49 :40 


“Doc.” 


CHENODEN, A WELL-KNOWN BALTIMORE YACHT; WINNER OF 
THE BALTIMORE AND CORINTHIAN Y. C. RACE, JULY 4. 


From Lake Erie 


The lower end of Lake Erie is making good the earlier predictions that 
this will be the banner year in fresh-water yachting as far as this particular 
district is concerned. Both sail and speed boat enthusiasts are showing 
more interest in the sport than usual, and many recruits are being initiated 
into the joys known only to boat lovers. 

This’ is more noteworthy by reason of the fact that one of the leading 
organizations—the Buffalo Yacht Club—is sadly crippled on account 
of the moving of the club house to make way for a pumping station. The 
work was begun all right, and every one expected that it would be com- 
pleted before June 1, as promised, but now the season is almost half over 
and the club has still no more home than a householder on moving day. 

But if the yacht club is barred from indulging in the social gaiety that 
has marked other years it is making up for it in good races. One of the 
best will be held on August 20—a free-for-all race for speed boats. The 
prize will be the trophy presented by ex-Commodore Frank B. Hower, 
valued at $350, and eight entries from prominent boat owners have already 
been received. Prominent among the competing craft will be William ]. 
Conners’ fast boat Courier II, La Truda, owned by Commodore Harry 
Thorp Vars, of the Motor Boat Club, of Buffalo,.and possibly Dixie Il 
It is hoped that the new Hoosier Boy, owned by J. W. Whitlock, of 
Rising Sun, Ind., will also be in the race, but nothing definite can be said a 
this time. If Dixie II and Hoosier Boy meet the interest in the race wil 
be multiplied many times, for the relative merits of these two boats havt 
been a constant topic for argument in the local club houses, and an effort 
has been under way for some time to arrange a match. Unfortunately, 
through an oversight, the race falls upon the same days as the Harmsworth 
Cup races, and that will probably keep many speed boats away that would 
otherwise enter. It will be a 50-mile race, run over a 10-mile course in stil 
water behind the breakwater. 

An event of last month that aroused a good deal of interest was th 
Gardner Cup race, run over the yacht club course, on July 4, for the cw 
presented by Commodore George W. Gardner, of Cleveland. It was ij 
miles, for cabin yachts only, and there were six contestants. It was wo 
by More Trouble, owned by Louis G. Northrup, with Harry G. Smith 
Swastika second. The Swastika led all around the triangle, but met will 
an accident on the last leg and lost 30 minutes. 

Some good races were run by the Buffalo Launch Club on July} 
Major II, owned by Fred Dunbar, won the Loxit trophy with 1 minut 
handicap. Her time for the 10 miles was 34 minutes 20 seconds. Com 
modore Vars came in second with his new boat Nosidda, making th 
course in 34 minutes 53 seconds, and Anite, owned by W. H. Cookman, ¥ 
third, 36 minutes 24 seconds. Because her new engines were not propetl 
adjusted Harry Elliott withdrew the Red Head after the second quartet 
Several minor events supplied good sport. 

For the first time since the day of Perry’s victory on Lake Erie a ma 
fleet is to visit Buffalo on August 12, and the Motor Boat Club has take 
advantage of the opportunity to extend its hospitality to the officers a 
men. The fleet will consist of the Naval Militia ships of the Great Lakes 
eight in all—and Commander Marsh has accepted Commodore Var’s invi 
tion to make Motor Island the fleet’s headquarters while in Buffalo. T™ 
visit of the militia officers will be the occasion for numerous social festi¥ 
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Fifteen Years of Successful Building 


Over 40,000 Running. No Freak Ideas. No Over Rating. A Good Honest Motor. 
1% to 30 Horsepower. Two and 4 Cycle Types. 1, 2, 3 and 4 
Cylinder. Jump Spark and Snap Spark. 


SEND FOR CATALOG 


PALMER BROTHERS, COS COB, CONN. 


BRANCH OFFICES: 

NEW YORK, 31 E. 21st Street PHILADELPHIA, The Bourse BOSTON, 85 Union Street 

PROVIDENCE, R. L., 242 Eddy Street PORTLAND, ME., 48 Portland Pier SEATTLE, WASH., 526 First Ave., S 
VANCOUVER, B. C., 1600 Powell Street ALEXANDRIA BAY, N. Y., Box, 516 

















POWER and QUALITY 
AT THE RIGHT PRICE 





Lightest and Strongest Engines Made 


FOR THEIR WEICHT 
1o"" $135 -- 20"” $250 


 eneana Engines are Sah = = WE challenge anyone to 
guaranteed for five years, produce its equal in 
the longest responsible marine a finish, workmanship and 


engine guarantee. material at any price. 
8-cyl. 100 to 600 H.P. fast cruiser type motor, with steel open rod frame. 





SIZES—We build two-cycle engines from one to six cylinders, 
10 to 60 H.P., and four-cycle engines from four to eight cylinders, 
40 to 600 H.P., which are installed in some of the finest boais afloat, 
and have won every contest wherever entered We build a special 
2-cycle racing engine, six cylinders, 60 H.P., weighing 300 pounds. 
COST—The high quality of our equipment of special tools, 
with perfect design of engines, enables us to reduce [the cost 
to a figure that has never been approached. 


What the equipment is, our catalog tells; glad to send, it.? 


The Emerson Engine Co., Alexandria, Va. 


Please mention Yacutinc when corresponding with our advertisers. 
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ties, and there will be races of various kinds between the enlisted men of 
the fleet, and more than a dozen good power boat races. 

For several seasons past power boat owners on the Niagara River have 
been complaining of motor boats which run about at night without proper 
lights. These, though not numerous, are a constant source of danger, and 
detract greatly from the pleasure of the river. It has been suggested that 
the government should supply a “sleuth boat,” similar to the one at Detroit, 
for the purpose of seeing that navigation rules are obeyed. Fred O. 
Murray, collector at the port of Buffalo, on whom enforcement of the 
regulations falls, approves of the suggestion. C. B. McCuaie. 


On Chesapeake Bay 


The Fourth of July was observed at the head of Chesapeake Bay by the 
Baltimore and Corinthian Yachts Clubs holding a three-day cruising race, 
and although the series of races was marred by light winds, resulting in 
one of the races being called off, and in only one boat finishing within the 
time limit in the second, the close of the final race was in a stiff breeze, 
that compensated somewhat for the baking the yachtsmen received in the 
first events. 

The contestants in the inter-club race and their crews were: Baltimore 
Yacht Club, yawl Chenoden, Capt. J. Austin Dinning, Henry M. Foster, 
J. A. Davis and Joseph Cottrell; sloop Eaglet, Capt. Fred W. Robertson, 
Stuart Stevens Scott and J. Tabb Robertson; sloop Helen, Capt. J. H. 
Robinnette, Graham Eckles, A. Bowden, Jesse Kaufman and W. Diercksen. 

Corinthian Yacht Club, yawl Ventura, Capt. Wyatt W. Estep, William S. 
Taylor and Robert Collins; sloop Zillicoa, Capt. W. B. W. Mann, Donald 
A. McPherson, Walter Houston and Charles V. Mann; sloop Yola, Capt. 
H. W. Meredith, John P. Laudermann, W. H. Wilbur and Stokely Sammon. 

The yachts were paired off in the order given, but the Baltimore Yacht 
Club fleet proved victorious, the Eaglet securing the greater number of 
points and getting a handsome cup. 

In connection with these races there were two other races in which the 
boats participated. One of these was a race between the Baltimore Yacht 
Club boats alone, in which the Q racer Eleanor, handled by Capt. W. I. 
Di Zerega, Dr. Dudley Williams, George Ewing and J. Cusack, competed 
and won first prize. Eaglet and Chenoden tied for the second prize, and 
they wili have a sail-off this month (August). 

The other race was between the boats of the Corinthians for a cup offered 
by Commodore Golden, of that organization. This event was won by the 
yawl Ventura from the Zillicoa on time allowance. 

The fleet started from the Baltimore Yacht Club anchorage at 2:30 
o’clock on the afternoon of the 2d, but there was so little air that they had 
covered but half of the course to the Magothy River by 5 o’clock, when 
the race was declared off. The next morning the fleet got under way at 
10 o’clock, and Annapolis was to be reached by 5 o’clock to make it a 
race. Eleanor and the Eaglet made the run just under the limit. The 
others towed in after giving up all hopes of finishing. 

On the morning of the 4th the fleet started off Annapolis for the 30-mile 
run home. There was but a light air stirring, and this dropped after a 
while. For more than two hours there was a calm and the yachts drifted 
apart, the Chenoden working to the eastward, while the others clung to the 
west. About 2 o’clock the wind sprang out of the east, and Chenoden, 
getting it first, romped home in great shape, beating Eleanor by 11 minutes, 
corrected time. The race home between Eaglet and Zillicoa was close, and 
while the latter crossed the line first she lost on time allowance by 7 minutes. 
Helen, too, beat the Eaglet to the finish, but also lost on time allowance. 
Ventura saved her time over Zillicoa. Yola, hopelessly outclassed, was not 
a factor at any time. The times of the yachts were: 


Yacht. Start. 
Ventura 10:05 :51 
Eleanor 


Finish. 

5:45 :02 
4°37 :23 
5:02:19 
4:24:55 
5:00:57 
4:56:41 
D.N. F. 


S. S. Scort. 


Chenoden 
Helen 
Zillicoa 


Ocean City Yacht Club, Atlantic City 


In.the club races over the club course Saturday, July 2, the power 
boats and cruisers were the big attraction of the day, the wind being so 
extremely light that the catboat and sloop races were declared off. The 
large sloops were started, but when one round of the triangular course was 
sailed the judges saw that it would be impossible for them to finish within 
the time limit, so this class was postponed until July 9. 

The conditions for the power boat and cruiser class were ideal, however, 


YACHTING 
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with not a breath of air and a smooth, glassy sea. A rare treat was wit- 
nessed when the Eva-Dor won out-over the Clara B., with only a scant 10 
feet between them in the last 6 miles. When within 300 feet of the finish 
it was seen that the Clara B. was having engine trouble, and when almost 
in reach of the finish line she was forced out of the race, and the Isan, 
which had been a close third a'l the way, nosed up into second place. The 
result of this race created much enthusiasm, and because of the hard luck 
of the Clara B. it was agreed by the regatta committee to hold a special 
race July 9 for these two rivals, and the skipper of the Clara B. promised 
to have every cylinder working overtime. 

In the launch race, Capt. Sam Wood, with the Elf, won out over the 
Princess and the Elizabeth, which finished in the order named. Then 
came an exhibition race, in which the Reno III was sent over the straight- 
away against time. This new speed marvel made a pretty run, her new 
engine giving her 22 miles. She is designed to do 25 miles, however, and 
will undoubtedly make good when she gets loosened up. 

The first race for the championship cups was held July 9. Much rivalry 
lies between the Katherine II and Little Haste in the big sloop class, but 
Capt. Zurn has the Katherine in great shape this season, and he says that 
she will never be passed in any kind of a breeze, barring accidents. 

RaLtpH HARcourRT. 


American Power Boat Association 


An example of what hard work and persistency can accomplish is mani- 
fested in the remarkable growth of the American Power Boat Association. 
The mark set by the present administration is 150 clubs and an individual 
membership of 35,000. There are now over 100 clubs in good standing and 
a membership of over 25,000. Nearly all the prominent motor boat clubs 
and many yacht clubs with motor boat sections are incorporated in its 
membership. Its clubs are in all parts of the United States, and local 
sections, formed of clubs in close geographical proximity, are developing for 
closer communion with the parent organization. 

The influence of the American Power Boat Association is, of course, 
greatly enhanced by this large and powerful acquisition of associated clubs, 
and its possibilities for good and clean work in every branch of the sport 
are correspondingly enhanced. ‘The association, as is well known, is the 
pioneer of all “community of interest,” so far as the amateur element in the 
sport is concerned. It has always frowned on all personal and selfish 
motives, and the present administration is even more pronounced in its 
opposition to all such tactics than any that preceded it. It insists on boat 
owners’ rights and a strictly amateur development of the sport under all 
circumstances. The rapid rise and power of the Association are largely due 
to this pronounced position. The present officers of the Association have 
worked faithfully and have already achieved gratifying results during the 
brief period in which they have been in office. 


Hudson-Fulton Yacht Club 


At a formal meeting of the Board of Governors of the Hudson-Fulton 
Yacht Club final plans were made for the erection of its fine new Club 
House, on the North River, at the foot of West 104th Street, at the point 
in Riverside Park familiarly known to the older residents of that section 
as the “Willows.” 

The Board of Governors authorized the letting of the contract for the 
foundation, which will be upon piling extending into the river 80 feet, 
and along the shore line 100 feet. 

Although the President of the Park Board, Commissioner Stover 
granted the permit several days ago it required that the plans for the 
building be first approved by the architect of the Park, which approval 
has only just been obtained. 

The Club House will be constructed upon plans and specifications sub- 
mitted by Frederic A. Brooks and will be very ornamental, giving ample 
facilities for all kinds of aquatic sports and, besides a large reception 
room, a billiard and pool room. 

The house has been designed throughout to furnish a home, both sum- 
mer and winter, for young men who delight in motor boating and sailing 
and kindred sports amid congenial and refined surroundings. 

The Hudson-Fulton Yacht Club was organized to commemorate the 
achievements of Hendrik Hudson and Robert Fulton, its articles of ass0- 
ciation being filed in September last, on the 300th anniversary celebrated 
at that time, and its membership now includes upwards of 200. It is be 
lieved that the Club House connected by a foot bridge with Riverside 
Park over the tracks can be ready for occupancy within six weeks. Nearly 
half of the amount required to complete the house was subscribed at the 
last meeting of the club, which will issue bonds of $25 each, drawing 
6 per cent. and paid off from a sinking fund provided. The Club has 
winter quarters at Broadway and 108th Street, where, during the past 
winter, there have been several billiard and pool tournaments. 
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t 10 YEARS DURABLE SIMPLE reel AT COM- 

A STANDARD od PETITIVE PRICES 
HIGH GRADE EAGLE ENGINES 
il 
d 

: 
“ . 

ie Complete New Line of 
‘ Slow Duty and Medium Speed 
. Models EAGLE ENGINES 
Ww > * 

d 1% to 25 H. P. Combining Quality, 

1 to 4 CYLINDERS Efficiency, Durability 

ry . 
tt Twelve Models to choose from. Latest in design. Greatest opportunity ever offered to Dealers to 
at Most modern in construction purchase the highest grade Engine 

Most advanced in improvements. made at competitive prices. 
We respectfully request an inspection of our Secure one of our complete catalogs, they are 
1910 Models. free for the asking. 
Our Now sane of High Speed Engines, Made in Two 
Models, B. and 0. 1, 2, 3 and 4 Cylinders, 

e If EVERY’manufacturer of Marine Engines possessed the SAME FACILITIES for to the PRESENT YEAR that you must in justice to yourself investigate what we have 
il- manufacturing, and the SAME CLASS OF MECHANICAL AND ENGINEERING ABILITY, to offer you. We have published a catalogue of unusual interest for your benefit 
Nn. we would at once DISCONTINUE our advertising, as it would be a USELESS EXPENSE. that covers what we desire to say much better than we can explain in this short 
tal It is BECAUSE WE HAVE SOMETHING ENTIRELY IN ADVANCE OF ANY OTHER MANU- advertisement. AS THE CATALOGUE IS FREE FOR THE ASKING, just drop us a postal 
nd FACTURER IN THE LINE OF MARINE ENGINES AND EQUIPMENTS THAT WE ADVERTISE and we will assure you in advance that its receipt will more than COMPENSATE YOU 
bs AND TELL YOU ABOUT IT. Our story differs so mMucH from what you have heard up FOR YOUR TIME AND TROUBLE. 
its GET AN EAGLE ENGINE 
cal “THE PICK OF THE FLOCK’”’ 

‘or **Did you ever, as a boy, invade a watermelon patch in the dead hours of the ‘PICK OF THE FLOCK.’ You went there to get JuST WHAT YOU WANTED and AL! YOU 
night? Did you go there with the expectation of having to carry away ALL of the WANTED. You separated the ‘SHEEP FROM THE GOATS,’ as it were, and only took 

se melons you found there? Did you feel it incumbent upon you to take the First the BEsT.” 

b : melon you came to, and quit at that, even if that happened to be the smallest, WHY NOT USE AN EQUAL AMOUNT OF DISCRETION IN THE'SELEC- 

P greenest, runtiest melon in the patch? No, indeed! You went there to get the TION OF AN ENGINE? 

0 

he Manufactured by THE PROGRESSIVE MFG. CO., Torrington, Conn., U. S. A. 
the DISTRIBUTORS:—A. P. Homer, 88 Broad St., Boston, Mass. Bruns-Kimball & Co., 134 Liberty St.,. New York City 

. W. E. Gochenaur, 631 Arch St., Philadelphia, Pa. Bell Motor Co., Norfolk, Va. Baltimore, Md., Distributors, 306 So. Hanover St. 
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STERLING 
SILVER 
PLAQUE 

Mounted on 

San Domingo 

Mahogany Pilot 

Wheel. 

Extreme di- 

ameter 28 

inches. 


’ MERIDEN 
‘Lrophies 
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Many of the handsomest cups and: trophies to be won this season at 
sub- the regattas of the big clubs will be from special designs by the Meriden 
nple Company. 
tae Before making decisions or selections examine our regular patterns, 
| or let us submit special designs. 
iling From the very elaborate sterling pieces, fitting for the prize for the 
season’s big event, to smaller cups and plaques in sterling, plate, copper 
- the and pewter, suitable for the weekly races, our line is most varied and 
1550- — oe complete. 
-ated . Height, 1 sinches Trophy book showing designs in sterling and silver plated cups, tankards, 
s be- Caen ae ~ tgs etc., sent on request. 
rside STERLING SILVER 
* x 
‘THE MERIDEN COMPANY 
wits Silversmiths 
has as . “= (International Silver Company, Successors) 
past 49-51 West 34th Street, New York 
— a —" — 
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The 1910 Clutch model of the 

Gray Motor Company, of De- 

troit, Mich., is of the planetary type. One 

of the most important features of this de- 

vice is that the friction band is double ex- 

panding, thereby giving a perfect contact at 

all points in the circumference, instead of at 

one-third or one-half, as in single-expanding types: Another advantage 

which the manufacturers claim is that the expander is hung on a yoke, 

which is keyed to the shaft. Upon this yoke the expanding band is free 
to move independently of the shaft. 

The external friction band is made of phosphor bronze, and the unusually 
large frictional surface of the clutch bands prevents any slippage. 

The clutch has but four plain spur gears. The intermediate gear is one 
long, solid gear. All gears are cut from 35 to 
40-point carbon steel, heat treated and hardened, 
end are always in mesh. The Gray Company 
lay particular stress upon the absence of small 
gears, pinions and chains to create noise or 
vibration. 

The entire mechanism runs in an oil bath re- 
tained in an oil-tight case, ensuring quiet and 
economy. The oil-tight case prevents waste of 
lubrication and makes for perfect cleanliness. 
In addition, the shaft has oil-retaining rings on 
each end, preventing any oil or grease from leak- 
ing at the bearings and flying around in the boat. 

The top half of the case is provided with a 
large hand hole, affording easy and immediate 
access to the expanding arms for adjustment. 
The clutch is light, compact and strong, with a 
large factor of safety. 


Back Up 


mcnsan | 
} 


The Gray 1910 Model double-expanding reverse clutch. 


Milk Supply by The motor boat milkman has come! No longer is it 
Motor Boat the daily milk train rattling over the rails into the city. 
It’s the daily milk boat now, for the launch Milk Maid 
plies the Sacramento River, in California, and gathers the output of the 
pasture lands along the river to deliver to the city of Sacramento. 

The Milk Maid is a 45-footer, with a beam of 10 feet and 5 feet draft, 
and was designed specially for the work expected of her. She was designed 
and built for A. Marty & Bros., owners of a string of dairies about 10 
miles up the river which supply the greater part of Sacramento with milk. 
The boat is powered with a 54-horsepower, six-cylinder Buffalo engine, and 
cost $5,000 to build and equip. 

Milk Maid was put into service on the Sacramento River as an experi- 
ment to compete with the milk trains on the railroads. Commercially she 
has proved a great money saver over the old method of shipping by rail, 
and is said to have reduced the cost of transporting Sacramento’s milk 
supply nearly 50 per cent. 

As a boat she has proved a most steady and reliable craft. The boat has 
to make two round trips of 20 miles each day, absolutely on schedule, 
seven days in the week. She has proved that she can land the city’s milk 
supply on time every day in the year, which is more than the railroads 
could do. She has a capacity of 600 gallons of milk, and her powerful 
Buffalo, of the heavy-duty type, drives her 14 miles an hour. 


Among the recent sales of Buffalos reported by the Buffalo Gasolene 
Motor Company, of Buffalo, N. Y., are the following: A 15-horsepower 
launch engine for the United States War Department, to be used at Pensa- 
cola, Fla.; a 12-horsepower heavy duty for the Eleventh District of the 
Lighthouse Service at Detroit; a 2-horsepower for the United States 
Engineers’ Office at Detroit; a 6-horsepower heavy duty for the Rev. P. j. 
O’Brien, of Tor’s Cove, Newfoundland, for use in a missionary boat; a 
12-horsepower heavy duty Buffalo for Alfred Vacossin, of Barcelona, 
Spain; a 10-horsepower for use on the United States battleship New York; 
an 18-horsepower heavy duty for government use at Tuxpan, Mexico; 
five 12-horsepower and an 18-horsepower for Pratt & Co., at Buenos Aires, 
South America; two 713-horsepower engines to J. W. Whitlock, of Rising 
Sun, Ind., for use in a side-wheel ferry-boat; a 10-horsepower to the 
United States Navy Yard at Philadelphia; a 20-horsepower to Harry H. 
Walsh, of Albany, N. Y. 

The State Forestry Department of Massachusetts has bought twenty-one 
10-horsepower and three 5-horsepower Buffalos; J. F. Carrell, of Wilming- 
ton, N. C., bought a 40-horsepower engine for his cruiser; C. L. Best & 
Co., of Oakland, Cal., bought six 54-horsepower heavy-duty engines and 
two 36-horsepower machines of-the heavy-duty type for working use on 
the Pacific Coast; M. C. Hutto, 61 South Ocean Street, Jacksonville, Fla, 
got a 54-horsepower engine for a big passenger boat; a 12-horsepower 
engine went to the Alaska Packers Association at San Francisco; a 
12-horsepower has been shipped for a Mexican customs boat being built 
by W. P. Osborn at Croton-on-Hudson, N. Y.; J. N. Dewey, of Newport, 
Mich., got a 36-horsepower engine for a new cruiser; William A. Graham, 
113 Chambers Street, New York City, got a 10-horsepower for use ina 
launch on Raquette Lake, N. Y.; Charles L. Rhode, of Baltimore, bought 
an 18-horsepower machine; a 3-horsepower Buffalo lighting, water and air 
combination outfit went to the Betendorf Axle Company, of Davenport, 
Iowa; David Reid, of Auckland, New Zealand, bought two 6-horsepower 
engines for fishing boats and a 12-horsepower engine for a cruiser; William 
De Myer, of Rensselaer, N. Y., bought a 15-horsepower for a. new launch; 
two 15-horsepower engines were sold to the Isthmiar Canal Commission 
for use at Panama; a 60-horsepower racing engine went to G. H. Wilcox, 
of the Wilcox-Bennett Carburetor Company, of Minneapolis, for use ina 
fast runabout, and Democratic Leader Thomas W. Finucane, of Rochester, 
N: Y., has installed an 18-horsepower Buffalo as auxiliary in his 65-foot 
yacht Helene. 

Although the Buffalo Gasolene Motor Company did not begin to produce 
its latest addition to its line of speed engines—the new 25-horsepower, 
four-cylinder Buffalo Auto-Marine—until well into the spring, more than 
a hundred of these engines have already been sold. Let it be said that 
more than forty of them were bought just on blind faith in the Buffalo 
reputation and the ability of this concern to produce high-grade, dependable 
and mechanically-correct engines. These forty were bought before the 
builders of the Buffalo had even a photograph or completed drawing to 
show the prospective customers, who filed their orders on the mere at- 
nouncement that the company was about to place a new speed engine of 
the auto-marine type on the market. Some of those who have ordered 
Buffalo Auto-Marines are: Franklin Sidway, of Buffalo, who has it- 
stalled it in his racing hull, Arab II; L. C. McCann and J. J. Gallagher, of 
24 South Pearl Street, Albany, N. Y.; F. A. Ballou, of Buffalo, N. Y.; J. 2 
Doane, of Walkerville, Ont.; Victor Forselius, of Abo, Finland; Paul Weir, 
of Owensboro, Ky.; John W. Hood, Jr., of Pine Bluff, Ark.; RE 
Roberts, of Trenton, Mich.; W. H. West, of Detroit; Wiedling Manufac- 
turing Comnanv. of Guttenburg, N. J.; George S. Macdonald, of Port 


View of Gray clutch, with casing removed. 
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Chester, N. Y.; Walter Werner, of 2729 Vine Street, Cincinnati; A. V. 
Donaldson, of Perry’s Sound, Ont. 


Rear Commodore C. F. Markham, of the 
| Edgewood Yacht Club, is the owner of Alice, 
a 45-footer, and one of the most completely equipped cruisers of her size 
on Narragansett Bay. She is a very heavy boat for her type and dimen- 
sions, her beam being 8 feet 2 inches. 

With her 45-65-horsepower Model “B” Sterling she has made a showing 
of 14 miles per hour on a stretch of three hours or more of continuous 
running, a remarkable showing for a craft of her weight. 

Another interesting Sterling-powered boat is the standing-glass cabin 
cruiser Lucille, owned jointly by 
Messrs. J. F. Waggoner, W. E. 
Gage and W. B. McLean, all of 
Memphis, Tenn. Fifty and one- 
half feet in length, 11 feet 4 inches 
beam, and with 32 inches draft, with 
oak framing, cypress planking, ma- 
hogany cabin and decks, and electric 
lighted throughout, Lucille is one of 
the finest cruisers between St. Louis 
and New Orleans. Her power plant 
consists of two 25-40-horsepower 
Model “B” Sterling engines, fitted 
for heavy-duty work. 


Two Mighty Good Craft 


Separate Side Many of our 
Lights on Small readers own 
Power Boats launches of less 
than 26 feet over- 
all length. These boats come within Class 1, as provided for in Department 
Circular 207 for regulation of motor boats, as issued by the Department 
of Commerce and Labor, as printed in full in the July issue of YACHTING. 
To the owners of these small craft the following communication, from 
the Special Deputy Collector of the Port of New York, will be of interest, 
inasmuch as it is practically a permission for them to continue the use 
of their present separate lights instead of the combination light provided 
for in the Act of July 9, 1910: 


the river. 


Treasury Department, United States Customs Service, Port of New York. 
Jury 8, Igt0. 
Mr. E. T. Keyser, Motor Boat Editor, Yachting Publishing Company, 38 
Park Row, New York, N. Y.: 
Sir :—Referring to your recent call at the Law Di- 
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45-Footer Alice of the Edgewood Yacht Club. She “is equipped with a Model B 45-65 H.P. Sterling. 





Milkmaid, the Sacramento motor boat, which collects the output of the dairies along 


Her engine is a 54 H.P. Buffalo. 
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Act of July 9, 1910.” : , 
A copy of the circular referred to is herewith en- 


closed. 
Respectfully, 
H,. C. Stuart, 
Special Deputy Collector. 
It should be remembered, however, that the elevated 
white light showing all around the horizon must be car- 
ried also. 


Lubricating Tips “Referring to the influence of 
Worth Considering kerosene on lubricating oils,” says 

Frank B. Killian, expert of the 
Vacuum Oil Company, of Rochester, N. Y., “it is enough 
to say that oil is ruined for the purpose of lubricating 
if it is thus diluted. Proof of this is given in the plan 
by which kerosene is used in connection with the clutch 
oil, if the clutch will not hold. In a word, a heavy lubri- 
cating oil in the clutch is too slippery and kerosene is added to diminish 
the unctuousness on the one hand, and a still more important property on 
the other, namely, the ability of lubricating oil to persist in remaining 
between two surfaces under great pressure. In the case of the clutch it is 
desired to have the oil squeeze out from the discs with ease. This ease 
would be ruinous to a crank-shaft bearing. But this is not even half told. 
Constantly feeding kerosene to the cylinders of the motor, even if the same 
is fed with lubricating oil, is bound to result in the unbalancing of the 
explosive mixture, as well as to destroy to an extent any oil film which is on 
the frictional parts. The insertion of kerosene into the cylinder will also 
foul the charge, the result being that combustion is imperfect and carbon 
is deposited to a great extent. 





“Lubricating oil is a point upon 
which most operators of gasolene 
marine engines are prone to error,” 
says Mr. Killian. “Strangely enough 
the tendency is to supply to the en- 
gine a light-colored, light-bodied oil, 
which thins out readily under heat, 
where, in reality, a heavy-bodied 
mineral oil should be used, which 
would retain its body under extreme 
temperatures, hold up compression 
and thoroughly~ separate-the fric- 
tional surfaces. An oil of the proper 
consistency, manufactured to meet 
the requirements of a particular type 
of engine, will retain its position, 
and will not work past the. rings 
and foul valves and plugs and clog 
the piston ring recesses, where, if 
the oil is too light in body, it will cause the above-mentioned trouble.” 


That operating steam boilers with bad feed water 
is wasteful and dangerous every live engineer will 
admit. It takes but a little common sense to realize 
that to obtain the full efficiency of a steam plant the boilers must be clean 
all the time. That the boilers can be clean only by feeding them with water 
free from scale-forming and corroding substances is self-evident. 

That steam plant owners are realizing more and more the necessity of 
clean boilers is evidenced by the number of orders placed with William B. 
Scaife & Sons Company, of Pittsburg, Pa., manufacturers of the Scaife 
and We-Fu-Go Water Softening and Purifying Systems, not only for steam 
boiler feed use, but for other industrial uses. The following are some 


Interesting to the 
Steam Yacht Owner 








vision of this office in regard to the uncertainty of the 
language of certain sections of the Act of June 9, 1910, 
concerning the regulation, etc., of motor boats, I have 
to state that I am in receipt of a letter from the Com- 
missioner of Navigation in reply to an inquiry for- 
warded through this office as to whether or not motor 
boats of Class 1, now provided with side lights, might 
continue to use such side lights in lieu of the combined 
lantern required by paragraph numbered “second” of 
Section 3 of said Act. I quote as follows from the Com- 
missioner’s letter: 

“Your attention is invited to the third paragraph of 
the Department’s Regulations of June 9, 1910 (Depart- 
ment Circular No. 207, Second Edition, Bureau of Navi- 
gation), which contemplates that motor boats of Class 
I now provided with efficient separate side lights may 
<ontinue to use such lights instead of the combined lan- 
tern provided for by the Act of July 9, 1910. Wessels 








One of the finest cruising motor boats on the Mississippi. 























The 50-Footer “Lucille.” 





being newly equipped with lights should conform to the 
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EMIL CALMAN & Co., 


DON’T PAINT Your Boat--ENAMEL IT 


WITH 


THE FINEST FINISH FOR A FINE YACHT | 


It is the whitest paint or enamel on the market. 

It will not discolor from lying in dirty water. 

It is very hard to soil enamel. 
washed off with soap and water. 

It will not peel, blister, crack, check or flake. 


It is guaranteed to wear perfectly throughout the whole season. 
PRICES: | Gal. Cans, $5.00 each, I-2 Gal., $2.60 each, | -4 Gal., $'.35 each, !-8 Gal., 75c. each. 


Coal dust, dirt, etc., may be 


For Sale by all ship chandlers or we will ship direct prepaying expressage on one galion 
or over, to points east of the Mississippi River. 


Established 1850 


102 WILLIAM ST., NEW YORK ua 














THE LONG-STROKE 


HOLMES MOTOR 


establishes new record in the classic Marblehead 
Race, cutting over four hours from best pre- 
vious time. A regular stock model 50-60 h. p. 





motor running at 570 revolutions for entire 
trip. Speed, 12.55 miles per hour for 285 
|| nautical miles. The engine ran without a single 


skip, and entire run was made according to 
schedule laid out before the race. 


| Holmes Motor Co., West Mystic, Conn. 


1 MADISON AVENUE, NEW YORK CITY 
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The Fastest Small Boat in the World 


Ohe Elbridge V 


Only 22 feet long, yet a winner at Peoria, 
July 4th, over every gasoline boat in the 32-foot class. 


Actually develops a speed of 36 miles an_hour, 
Equipped with an 


Elbridge Featherweight Engine 







=a, For years we have been 
>” working on the theory that 
a boat with a speed of more 
than thirty miles an hour 
need not cost six or seven 
thousand dollars. We have 
proven our theory. 


If you are interested, the 
figures and facts we have 
collected are at your dis- 


(s posal. 

. — Pe a. Bids saa . 
Seventy-five Elbridge Styles and Sizes for every hull and every pocketbook, 
designed and produced in the same factory and by the same skilled me- 
chanics as the world-beating Featherweight models. 


If you are interested in a motor boat for speed, pleasure or commercial 
purposes write our information ‘department. We can help you. 


ELBRIDGE ENGINE COMPANY 
22 CULVER ROAD, ROCHESTER, N. Y. 
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A Novel Racing Magneto—The new duplex type of the U. & H. Master 
magneto used abroad. 


recent orders for the Scaife and We-Fu-Go systems received by them: 
Carnegie Coal Company, Oakdale, Pa., 750-horsepower We-Fu-Go system ; 
Boston Rubber Shoe Company, Fels, Mass., g00-horsepower Syphon system ; 
Twin State Gas & Electric Company, Dover, N. H., 575-horsepower We- 
Fu-Go system; American Sheet & Tin Plate Company, Gas City, Ind., 
1,800-horsepower We-Fu-Go system; Wickwire Steel. Company, Buffalo, 
N. Y., 3,000-horsepower addition to present 6,000-horsepower We-Fu-Go 
system ; Cleveland Hardware Company, Cleveland, 

Ohio, 1,000-horsepower We-Fu-Go system; Poca- 

hontas Consolidated Collieries Company, Switch- 

back, W. Va., 5,000-horsepower We-Fu-Go sys- 

tem; Harkness & Cowing Company, St. Bernard, 

Ohio, 300-horsepower We-Fu-Go system’; Astoria 

Veneer Mills, Long Island City, N. Y., 1,100-horse- 

power We-Fu-Go system. 


Yachtsmen are _ begin- 
ning to realize that a wire- 
less telegraph installation 
can no longer be regarded as a luxury consisting 
of intricate electrical instruments requiring expert 
attention. On the contrary, apparatus requiring hardly more effort than 
the turning on of an electric light to start it in operation and of absolute 
reliability may be purchased at very moderate cost. 

J. J. Duck, 423-5 St. Clair Street, Toledo, Ohio, is putting out a high- 
grade “wireless” outfit that can be operated by any one, either owner, 
captain or member of the crew, who is willing to spend a short time learning 
the Morse alphabet, and, unlike most other yacht equipments, entails no 
further expense other than for the small amount of electricity used—from 
I to 10 cents per hour only when transmitting set is in operation. 

These wireless installations should last for many years without renewal 
or repairs, except of a minor nature. The space occupied is so very small 
that they may be installed in the smallest cruiser and’ will never be found 
in the way. 


Wireless Telegraphy 
for Yachts 


A Constant Ice-Water 
Supply for the Cabin 


The “Hotakold” vacuum carafe with tilting 
holder is the latest product designed to add to the 
comfort of the yachtsman on boats of every size 
and kind. What the vacuum bottle, with its wonderful property of keeping 
liquids either hot or cold, has done to add to the comforts and pleasures of 
automobiling, this, and more, the vacuum carafe does for yachting. 

This wonderful bottle, which can be attached anywhere—in the stateroom, 
cabin, pilot house, cockpit, under the seat, to the mast—is always safe and 
ready when wanted, with ice-cold water or boiling hot coffee, or whatever 
it may have in it, put in probably days before. 

A handful of cracked ice, placed in the carafe before leaving, insures ice- 


cold drinking water throughout the entire cruise, for then the carafe can be’ 


filled and emptied many times, the water always being ice cold. 

As a teapot or coffeepot this “Hotakold” carafe has no equal. Hot tea 
or coffee placed in it will keep hot for days, and will continue to increase in 
aromatic flavor. 

This vacuum carafe, which is a strong and most efficient thermal bottle, 
is guaranteed to keep liquids ice cold for seventy-two hours, or longer, or to 
keep them hot—steaming hot—for from twenty-four to thirty-six hours. 
Cracked ice can be kept in the vacuum carafe for five or six days. The 


The Big Six Syracuse Engine, with which Captain 
Wessell’s boat made 33 miles per hour. 
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carafe has recently been adopted by many leading hotels and clubs for 
serving iced drinking water in the guest rooms; the tilting holder being 
designed to adapt carafe. to the special conditions of yacht and steamship 
service. In this holder the carafe is fastened, as is a ship’s compass, in 
gimbals, and is not affected by any motion of the vessel. If desired th 
carafe can be secured in holder with a padlock, rendering it as safe from 
theft as any other piece of attached furniture. 

Carafes are made in three sizes—1 quart, 2 quarts, 3 quarts—in nickel, 
silver plate, gunmetal and reed; are absolutely sanitary, and never smell or 
taste of contents previously kept in them. 

There is no boat, from the luxurious express yacht to the tiniest motor 
boat, sloop, cat boat or fishing craft that can afford to be without one or 
more vacuum carafes to add to the pleasures of yachting. 

Illustrated description price list will be mailed to any of our readers who 
will write to the Vacuum Specialty Company, 624 First Avenue, New York 
City, and mentioning YACHTING. 


A Remarkable Achievement 
of a Syracuse Engine 


Capt H. B. Wessell, of Picton, Ontario, 
is a proud possessor of a Syracuse engine 
which has proven itself to be very worthy 
of the name Syracuse. In a runabout of his own design, equipped with a 
Big Six Syracuse stock engine, which is.a six-cylinder, 95 to 120-horsepower 
motor, Capt Wessell made 33 miles an hour on his initial trial of the boat 
and engine. When it is taken into consideration that this Syracuse motor 
had never been run in a hull before, and that it must have been new and 
stiff when first put over the course, this is a record which is wonderful in 
a trial trip. It goes without saying that Capt. Wessell is decidedly pleased 
with his motor, and it also goes to prove conclusively that Syracuse gas 
engines are worthy of the notice of every motor boat enthusiast. 


Double Plugs and 
Single Magneto 


The following method of obtaining the absolutely 
synchronous firing at two distinct points within the 
cylinder, as practiced by racing automobilists abroad, 
will no doubt prove of interest to our American racing power boat owners, 
who desire to refine matters down to the last pos- 
sible fraction of horsepower. 

In designing a motor to be used on a racing car, 
great attention is given to the proper proportion 
of the cylinder head, valve chamber and the spark 
plug location, as the period for flame propagation 
in the cylinder is infinitely small when the motor 
is running at high speed. If for any reason, such 
as poor gas, improper spark plug location, or other 
causes, the flame propagation becomes sluggish, 
the efficiency of the motor decreases surprisingly 
at high speed. 

In an effort to increase flame propagation, all 
conditions being as perfect as it is possible to 
render them, it has been found that in a given motor the efficiency is in- 
creased by using two spark plugs, located in the combustion chamber, to 
start combustion at different points. This arrangement has been found of 
particular value where the motor is called upon to run at extremely high 
speed, and where every ounce of power in proportion to cylinder displace- 
ment must be secured. 

In tests made abroad the arrangement of two spark plugs operated 
simultaneously is found to have a marked effect on the output of the motor, 
and with this idea in view a number of 
foreign racing machines were fitted 
with two magnetos, each operating a 
set of spark plugs. It will be evident 
that an adjustment of the two mag- 
netos, made so that they both operate 
at the same instant, will produce a 
spark at both plugs, and at the same 
time, which produces the desired re- 
sults. It will also be evident that the 
very slightest variation in the time of 
operation of the two magnetos will 
render the entire system useless, as the 
spark which occurs first will ignite the 
charge and the spark which occurs 
later comes too late to be of any as- 
sistance in starting an even flame pro- 
pagation from two separate points of 
the combustion chamber. It is evident 
that to time two magnetos so that they 
will operate both plugs at the same in- 
stant is almost impossible. Even as- 
suming that the original setting of the 
magnetos should produce the desired 
result, it has been found impossible to 


. Vacuum Carafe, f i ervice, 
- (Continued on page 150.) ™ saa’ tx aaa 


hanging in gimbals 
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The Trough of the Sea 


O’er the glad Waters of the dark 


blue sea 


Our thoughts as boundless and 
our souls as free 


Far as the breezes can bear, the 
billows foam 


Surbey our empire and behold 
our home. 
—Lord Byron. 
Size of picture, 12 x 14.4, on double 
art mount. 


In green, $1.50. Hand tinted in 


full color, $3.00. 


Che Night Patrol 


Night after night the life saber 
treads his lonely tour across the 
yielding sands with eye turned 
ever seaward, keeping Watch 
and ward lest the hungry deep 
engulf those who might be sabed. 


Size of picture 11 x 14, on plate 
marked mount. 

In warm gray, 
colored, $3.00. 


$1.50. Hand 
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Copyright, 1907, by C. H. Claudy, Yachting Pub. Co. 
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The Moon Path 
The moon enchants the watery world below 

Wakes the still seas, and makes them ebb and flow. 
—Nathaniel Lee, 


Size of picture, 17 x 21, on double art mount. 
Price, $1.50. 


Hand tinted, in full color, $3.00. 





Copyright, 1908, by Yachting Pub. Co. 


Selected Subjects from 
Illustrations in Yachting 


Superb art reproductions in 
photogravure and photo-gelatine. 
The processes by which these are 
done are photographic and not 
only preserves the clearness and 
realism of the pictures, but add 
softness and artistic quality which 
greatly enhances their charm. 
Mounted on suitable A-t Mounts 
they are-admirably adapted for 
framing or for keeping in portfolio 
form. Many of the best art dealers 
throughout the country carry these 
pictures, or they will be sent care- 
fully packed, express prepaid, 
upon receipt of prices 


Yachting Publishing Co. 
38 Park Row, New York 







Copyright, 1908, by Yachting Pub. Co. 


Clewed Gp 


The sloop-of-war. High- 
powered engines and hulls of 
tempered steel habe replaced the 
** oak hearted’’ sea fighters of 
an older day, but a few still re- 
main to speak of things that 
Were. 

Size of picture, 20 x 25, on double 
art mount. 

In green, $1.50. 
full color, $3.00. 


Hand tinted in 


@ Good Slant of Wind 


The last of a great line: 
** Good-bye SRRomance’’ the 
skipper cried 
** She banished with the coal 
we burn.’” 
— Kipling 
Size of picture, 11 x 14, on plate 
marked mount. 
In rich green, $1.50. 
colored, $3.00. 


Price, hand 





Copyright, 1900, by C. E. Bolles, Yachting Pub. Co. 
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Of Interest to the Skipper 
(Continued from page 150.) 


keep the setting correct, owing to the wear of the 
mechanism driving the magnetos, and also of the 
wear on the interrupter points, which wear has the 
final result of throwing the magnetos out of 
synchronism. 

To avoid these difficulties, the well-known 
German ignition specialists, Messrs. Unterberg 
& Helmle, who make the famous U. & H. 
Master Magnetos, have developed a new type 
of magneto. In this new U. & H.-racing mag- 
neto two armatures are employed, mounted 
tandem, and running in the same armature 
tunnel on one shaft. These armatures are 
fitted with two complete sets of windings, each 
set consisting of a primary and secondary 
winding. The unusual feature of the magneto 
lies in the fact that but one interrupter is em- 
ployed to break the primary circuit of both, 
armature windings, and this arrangement pro- 
duces the high-tension current in each arma- 
ture winding, and produces these two impulses 
at precisely the same instant. 

The magneto is equipped with a compound 
distributor, each armature winding being con- 
nected by conventional means with the dis- 
tributor. One set of plugs is connected with 
one distributor, and the other set of plugs con- 
nects with the other. Two safety spark gaps 
are provided, one for each high-tension circuit, 
so as to eliminate any danger of damaging the 
windings, should the cables leading to the plugs 
be accidentally damaged. This arrangement, it is 
claimed, overcomes all objections heretofore 
found in the use of two magnetos on racing mo- 
tors. It is immaterial as to the amount of wear 
which takes place in the driving mechanism, or 
the amount of wear on the interrupter mechan- 


ism of the magneto, as the one break of the mag- 
neto interrupter operates for both windings. It is 
impossible to derange the magneto so that one set 
of plugs will receive the electric impulse before 
the other does, and we are told that tests made 
with this new type of magneto show that the prin- 


The Homo, which makes a four-cylinder run like a six- 
cylinder, on the gasolene consumed by a two-cylinder. 


ciple of operation of this new U. & H. Master 
Magneto is correct. 

Aside from the principal features outlined 
above the magneto is of the well-known U. & H. 
construction, employing the U. & H. non-adjust- 
able interrupter, which is another detail of great 


interest to racing men, as it eliminates all pos- 

sible chance of ignition difficulties, due to breaking 

or sticking of the pivots, springs, insulation and 

other parts used on other types of interrupters. 

The armature and distributor of the machine are 

mounted on annular ball bearings, which effectu- 
ally eliminates any possibility of trouble due 
to lack of oil. 


To Increase American Efficiency 
and Flexibility of the Motor 


This is the time of the year at which the man 
whose boat has been trimmed by a slight 
margin is trying every possible stunt to see if 
he can’t succeed in getting just a few more 
revolutions per minute out of his engines. 

Just a few more turns to the propeller, dur- 
ing a given period of time, may mean that he 
will creep up into a good place in subsequent 
racing events. 

One of the best devices which can be added 
to a power plant to increase efficiency of the 
engine is the HOMO, which is claimed by its 
makers to make a four-cylinder run like a six- 
cylinder on the gasolene consumed by a two- 
cylinder. 

The HOMO consists of a casing, in which 
there revolves upon hardened annular ball 
bearings a.fan wheel. This wheel is covered 
by a network of galvanized iron wire mesh. 

The case which contains the fan wheel sets 
close to the carburetor, between it and the in- 
take manifold of the engine. 

The gasolene spray and air fed by the car- 
buretor pass through the HOMO, causing the pro- 
peller blades of the wheel to revolve, and the 
flying mesh attached thereto threshes the spray, 
breaking up the particles or globules of gasolene 

(Continued on page 158.) 











It accommodates 100 guests. 


facilities. 
sailing. 


Telephone 





The Whittier Inn 


Sea Gate—New York Harbor 


Your Own Summer Home 
could afford no more privacy 
and exclusive luxury. 


The Inn is situated in a private park main- 
tained by the local cottage community. 


Rooms are available in nearby cottages 
to those who prefer them, service and 
privileges of the Inn being the same. 


A clean broad beach with ample bathing 
Tennis, base ball, rowing and 


Private boat service to New York City. 
Also frequent train service to Brooklyn. 


A Delightful Place—Just 45 Minutes 
From New York. 
Rates and Booklet Upon Application. 

















Every Dealer, Boat and Engine 
builder in the world to send your 
name and address and receive 
(free) our 


MAMMOTH CATALOG 


just issued, the largest and most 
complete up-to-date line of Marine 
Hardware ever issued. We will 
also mail this mammoth catalog to 
anybody interested in Motor Boat 
Supplies on receipt of 20c. to 
cover postage. 
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NEW YORK 





a 
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0 


)S- 
ng 
nd 
rs. 
ire 
‘u- 
ue 


cy 


lan 
ght 
e if 
ore 


lur- 
he 
lent 


the 
y its 
Six- 
‘wo- 


hich 
ball 
ered 


sets 
e in- 


car- 
pro- 
1 the 
spray, 
olene 








AucusT, I910 - YACHTING 151 


— 








PERFECT PROTECTION For COIL ann BATTERY 


THE GREATEST OPEN BOAT OUTFIT BUILT 


Our New Cartridge Screw Top Jump Spark Coil may be screwed into any Patterson Wireless 
Battery Holder. Screwing the Coil into the Receptacle automatically makes all connections 
with the Battery Set. The operation of the Battery and Coil will be as perfect in a heavy rain- 
storm or in the roughest sea as though the Outfit were indoors. 


Batteries and Coil, in Cabinet, may be taken ashore by disconnecting three wires. 


SEND FOR HANDSOMELY ILLUSTRATED PRICE LIST 


STANLEY & PATTERSON, 23 Murray Street, New York 














THE HILTON | THE VACUUM CARAFE 


Rear Starting and Gearing Down | For Yachts and Launches 


Device with Adjustable Stand | KEEPS HOT LIQUIDS STEAMING HOT 36 HOURS 
| KEEPS COLD LIQUIDS ICE COLD FOUR DAYS 


ICE WATER—Always 


A NECESSITY on Boats of every 
Size and Kind 








These Carafes have recently been adopted 
by some of the most prominent Hotels 
and Clubs in the U. S. and Great Britain 
for serving Iced Drinking Water in the 
Guest Rooms. : 


The SPECIAL HOLDER—designed for 
boat service, allowing tilting of bottle 
without removing—and locking, if neces- 
sary—absolutely prevents its beg broken 
or stolen. By their use, Ice Cold Water 
can be kept at all times, in staterooms, or 
anywhere at practically no cost for ice or 
Service. 


The Carafe is STRONG DATTARY 
and Very ORNAMENTAL 


Three Sizes—i Quart, 2 Quarts, 
3 Quarts 
In Silver, Nickel, Gun Metal and Reed 

















Easily applied to any engine either on the flywheel or shaft. 


SIMPLE PERFECT BEST 
HILTON MFG. CO. 


9 Calendar Street 
PROVIDENCE, R. I. 


Write for full particulars to 


Vacuum Specialty Co. 


36th Street and First Avenue 
| Patented and Guaranteed. NEW YORK 




















BATH MARINE CONSTRUCTION CO. 
Naval Architects and Yacht Builders 


BATH, MAINE 


Boat complete with 8 h.p. double-cylinder Ferro engine; speed 14 miles, $360.00": ~ 
VIPER, SECOND TYPE Boat complete with 11 h.p. double-cylinder Ferro engine; speed 18 miles, $405.00" 
Boat complete with 25 h.p. three-cylinder Ferro engine; speed 22 miles, $607:00 
Boat complete without engine, $125.00 
Complete boat knock down, $50.00 
Full size paper patterns and building instruction for complete boat, $12.00 
Complete detail drawings and building instructions for complete boat, $5.00 








Send 10c. for Catalog D 


HENRY DOUGLAS BACON 


Presiient and General Manager 








Please mention Yacurtine when corresponding with our advertisers. 
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A NEW 35x9 FOOT TRUSCOTT CRUISER 


A 35x 9 ft. roomy 
andjseaworthy 
cruiser, with many 
features that will 
appeal to the ex- 
sieenl. Members 
of our firm have 
tried out this craft 
in actual service— 
a total of six weeks 
cruising. Nothing 
about it that is ex- 
perimental. The 9 
ft. width insures a 


roomy boat, therefore, a comfortable one. There are two sleeping compartments separated by a toilet room, 
the latter being accessible from either sleeping compartment without disturbing the occupants of the other. 
Exceptional locker and wardrobe space is provided as well as a convenient arrangement of galley and 
folding table. The cockpit has a wide lockered thwart seat with high back, and space for four or five 
rattan chairs. The motor installation consists of a four-cylinder, four-cycle Truscott 21 H. P. motor, with 
dual high-tension magneto ignition, mechanical oiler, etc., an ideal power for a cruiser. The control of 
: boat and motor is in the hands of one man. Salt water equipment throughout. Mahogany and white 
enamel finish. The price is exceptionally low, based on the construction of no less than ten exactly alike 
for 1910 delivery. Better look into this, it offers a big value. Our eral catalogue illustrates and 
describes our entire line, except above craft. Ask for special literature if interested in it. 


TRUSCOTT BOAT MFG. CO., °s* ST. JOSEPH, MICH. 


Branches with Stock in New York, Boston and Chicago 

















Just the Tool You Need 
The PERFECTION 
WRENCH 





( YWALc.. 
ENGINE 
For Work and Pleasure 
Guaranteed to develop {their full 
rated horsepower. 
Write for our 1910 catalogue 
ee sera the owner of an auto- THE ROYAL ENGINE COMPANY 
ni 


mobile geet wrench for use around his 
garage, factory, home or farm. THE PERFECTION WRENCH is 157 Housatonic Ave. Bridgeport, Conn. 





















the most useful tool made. It is all steel—capable of instantaneous 





adjustment—holds like a. vice—has positive grip—never slips or 


mars—is siwaye ready for use. 

THE PERFECTION WRENCH is made in three sizes, 8, 10, 12- 
inch. polished steel and metal finish. Ask your dealer for THE In Your Boat 
PERFECTION WRENCH, or sent prepaid to any address in the U. 8. 

Ga fete! SUMS, cewahieit tinier teen Fox Mot 

nch size, ; ncn size (W orcing pawl &@ Cc. en 5 
$4.00. Miah! iy fift cones ote Pa each size. by og oe aa Ox Oo ors 
one year. e will replace free of charge any rea - ° 
within one year from the date of purchase. Send $2.00 to-day for Hold, the WORLD'S Endurance Record 
sample wrench on five days’ approval. Money returned if dis- : Made in 18 Sizes. 344 to 80 H. P. 
satisfied. For booklet, discounts to trade, etc., address 30 Days’ FREE Trial. FIVE Years’ Guarantee 


PERFECTION WRENCH CO., 138 N. Main St., Port Chester,N.Y. | - THEE DEAN MFG. Co. 
212 Front St., So. Cincinnati, | Newport, Ky 


Use A FOX MOTOR 
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~pbBermuda 

th 700 Miles in Atlantic Ocean 

. 2 AND 

Return Tickets $20 “i 

/ 5 DAYS TOURS 8 DAYS 
$22.50 UP $35.00 UP 
Including Hotels, Shore Excursions, Etc. 

By the Fast Twin Screw Steamship “Ber- 

mudian” (5500 Tons) in forty-five hours. 

Temperature cooler than at the Middle Atlantic 

Coast resorts. Good fishing, sea bathing, sailin 


and bicycling. Bermuda is now in all its flora 
glory, whole hedges of flowers in bloom. 


MIDSUMMER TRIPS 


” Quebec 


via Halifax, N.S., most delightful cruise of 1500 
miles. > Magnificent scenery: Northumberland 
Strait, Gulf and River St. Lawrence and far= 
famed Saguenay River. S.S. “Trinidad” from 
New York July 2d, 16th and 30th, August 13th 
and 27th, 10 A. M. Returning from Quebec July 
8th and 22d, August 5th and 19th, September 2d. 
For Illustrated Pamphlets with full information apply to 
A. E. OUTERBRIDGE @& CO., Gen’l Agts. Quebec 
S. S. Co., Ltd., 29 Broadway, New York, THOS. 
COOK @& SON, Pass. Agts., 245 Broadway, 649 
Madison Ave., 264 and 563 Sth Ave., N. Y., or any 
Ticket Agent, or QUEBEC §, S, Co.,, Ltd., Quebec. 









You RVACATION RIP 


AS the important ports on the Great Lakes are 
fleet 








reached regularly by the excellent service of the D. 

& C. Lake Lines. The ten large steamers of the 

are of modern steel construction and have all the 
qualities of speed, ry f and comfort. 

The D. & C. Lake Lines operate wy service between 
Detroit and Cleveland, and Detroit and Buffalo, four trips 
per week between Toledo, Detroit, Mackinac and way 
gore, and two trips per week between Detroit, Bay City, 

inaw and way ports. 
ut June 25 a special steamer will leave Cleveland 
twice a week direct for Mackinac, stopping only at Detroit 
every trip and Goderich, Ont., every other trip, 
Send two-cent stamp for illustrated cunstiee and Great 


map. ) 
Rail Tickets available on steamers. 


Address __L. G. LEWIS, CP. A, Eee 
FP. H. McMILLAN, Pres. A. SCHANTZ, Gen. Mgr. 


 Detroit& Ceveland Nav. Co. 
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| A Cruise to Montreal 
(Continued from page 130.) 

paying more particular attention to the land 
| ‘marks than I, who was looking out for dangers 
| ahead. He did not say a word for some time, 
but suddenly broke silence with the remarkable 
statement that we had remained in the same spot 
for ten minutes. 

My pride in the prowess of B. J. was deeply 
wounded, and I let him know it, but he, neverthe- 
less, maintained his ground, emphasizing it by 
pointing out that we were not even changing our 
relative position to a house near the water’s edge, 
and had not done so for some time. I was morti- 
| fied to find that he was correct, and more care- 
| ful. examination of the waters showed that we 
| were apparently in the middle of an eddy, or 
rather a multiplicity of eddies. The water was 
rushing past us but we were not going forward 
an inch an hour. 

We now began to look around for the best 
way out of the difficulty, and presently a great 
pleasure craft, which runs to and from Dominion 
Park, came creeping along. We noticed that she 
steered a zigzag course. This gave us the cue, 
and we made shift to follow her lead. Little by 
little we crept along until, at last, we seemed to 
enter a channel where the current was less rapid. 

We now found ourselves among ponderous 
barges, tugs, ocean liners and every other species 
of craft, a veritable pigmy in a giant’s cave. 
None of the docks seemed to offer us a haven 
where we could lie for the night without danger 
of being crushed before morning. However, we 
finally appealed to the night watchman on the 
Allen Line dock, who very graciously showed us 
where we could safely tie up without fear of 
disturbance, for the night at least. 

Before seeing the town next day we first had 
to find a more suitable anchorage. Inquiry failed 
to disclose the whereabouts of any boat clubs or 
boathouses nearer than Lachine, and as we were 
not thinking of going any further for the day we 
ran over to the opposite bank of the river, where 
there was an inviting landing, with another 
launch tied to it. This proved to be government 
property, the launch belonging to the superin- 
tendent of the repair shop located there. 

A friendly workman who had charge of the 
launch and who proved to be a Yankee extended 
to us a cordial welcome and could not do enough 
to accommodate us, but when we were all nicely 
tied up he suggested that I call at the office and 
ask permission to stay. for the night. 

This I did, but found the superintendent not 
nearly so gracious as our friend the workman— 
flatly refusing to allow us to stay there. A little 
coaxing brought out the fact that his dignity was 
offended hecause we had not asked permission t0 
tie up before doing so. However, a little dip- 
lomacy and explanations had the desired effect 0! 
soothing the gentleman’s ruffled feelings. 

The second day after our arrival we moved 
through the canal to Lachine, and here, agail 
we were courteously treated by the representa 
tive of the Stevens Canoe Club, who gave us? 
mooring for the night. Next morning we sho 
the rapids on the steamer “Empress” and matt 
several trips by trolley to Montreal. On the fifth 
day after our arrival we returned to Montreal by 
way of the canal, putting up for the night at® 
coal-wharf just before the last lock was reached 

Our time was growing short and we decided 
that we must go home by forced marches, expec 
ing to make New York on the eighth day allt 
we left Dominion Park, but we actually cut ti 
down to seven days, as our supply of cash dit 
appeared at a remarkable rate, and, as a matte 
of fact, upon reaching port we could only sho# 
an English penny as our sole asset in the sha 
of currency. 
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| Prest-0- Carbon Remover 


Keeps Your Engine Clean, 
Quiet and Powerful. 


An occasional dose of Prest-O-Carbon Remover will 
prevent the accumulation of carbon deposits, obviate valve 
grinding and other expensive repairs, and give you the full 
power of your engine at all times. If your engine is choked 
with carbon, try it before having the engine torn to pieces. 


Better and Safer Than Scraping. 
Prest-O-Carbon Remover loosens and removes every 
particle of carbon from cylinders, valves, pistons and piston 
rings. Increases compression. 
Inject with a squirt gun. 


Ciean and easy to use. 
Directions on each can. 


Money Back If Not Satisfied. 

We will promptly refund the purchase price to any 
dissatisfied user of genuine Prest-O-Carbon Remover. Be- 
ware of imitations containing kerosene or dangerous acids. 
Retail prices: Gal., $3.75; Half-Gal., $2; 

Quart, $1, If your dealer aoes not supply 
you promptly, order from us, 


The Prest-O-Lite Co. 


238 East South St 
Indianapolis, Ind. 


Branches at New York, Boston, Philadelphia, Pittsburg 

Cleveland, Chicago, Detroit, Providence, Minneapolis, 

Omaha, Dallas. Milwaukee, Los Angeles, Kansas City 
and San Francisco ° vstl > 











America’s Most Beautiful Resort 


THOUSAND 
SLAND HOUSE 


Alexandria Bay, New York 


The Venice of America 








Fishing, Boating, Golf, etc. 
Most Picturesque. 
Modern Appointments. 


Send for Booklets and Rates. 


O. G. STAPLES, Owner and Proprietor. 
Ako owner and proprietor of the Riggs House, Washington, D. C. 


A A oS 
“Regal Users Write OUR Advertisements” 


“As it has now been about six months since I purchased one of 
your 4 H. P. Regal Marine Engines, I thought | would let you 
know that it is giving perfect satisfaction. The hull is 25 feet 
long by 5 feet wide, and is used for hauling freight twelve miles. 
I carry about two tons and make eight miles per hour. 

“During the six months | have had the engine in operation it 
has not cost me five cents for repairs, and it burns very little 
gasoline. I am thinking of having a speed hull made, and will 
| get one of your engines, as there is no better engine on the 





market than the Regal. GEO. W. HATCH, 


Humphreys, P. O., La. 


GASOLINE 

ENGINES 
always give perfect satisfaction. They are unsurpassed in low 
maintenance, cost, simplicity of construction and reliability in 


operation. Built for high speed on heavy duty; | to 4 cylinders; 
3 to 45 H. P. Awarded Gold Medal for Exhibit of Marine Engi 


at Alaska-Yukon Seattle, Wash., | 
Send to-day for catalog No. 
6, which illustrates and de- 
cribes all models. 


' REGAL GASOLINE 
ENGINE CO. 


52 West Pearl Street 


COLDWATER, MICH., us. 





















SHIPMATE RANGES 


8 SIZES 11 STYLES 


I don’t want to sail in an airship, 

I’dffar rather stick to the sea 

Than be dodging the clouds and the lightning 
And not knowing where you may be. 

I’d rather climb up in the rigging 

And roll, when the wind’s blowing free; 

Then the airship can’t carry a shipmate, 

So where’d be the comfort for me? 





THE STAMFORD FOUNDRY COMPANY 
Established 1830. STAMFORD, CONN. 
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“~LOWELL~ 


Reg. U. S. Pat. Off. 


DUCK 


se 


Ask the Winners 


HERE ARE TEN WINNERS 
WHICH HAVE CROSSED 
THE LINE FIRST WITH 
LOWELL DUCK 


WESTWARD WOLF 
ELMINA II TIMANDRA . 
DERVISH AVENGER 
JOYETTE GENESEE 
ELLEN HAYSEED II 


THERE ARE HUNDREDS 
OF OTHERS 


se 
Regular for Cruising 
Special for Racing 
se 


Lowell Weaving Co. 


Lowell 
Mass. 











THE CACO AIR WHISTLE 
is the one that makes more noise, and uses less 
air than the others. 

Ask Your Dealer for a Caco! 


If he can’t supply you, send for our Marine 
Catalogue Noe It contains the t line 
of whistles and outfits made. ept. 5 


GLEASON-PETERS AIR PUMP CO. 
255-261 Classon Ave., Brooklyn, N. Y. 














VIN MOTOR 


THE MOST PERFECT 
TWO -CYCLE MOTOR MADE 


THE VIM: MOTOR MFG. COMPANY 
436 Market Street Sandusky, Ohio. 

















The Month in Yachting 

(Continued from page 113.) 
the wheel of Meteor, but Barr risked the charge 
of lese majeste by refusing to yield to the divine 
right of crowned heads, beating his royal competi- 
tor by a goodly margin. So far no complaints 
have been heard; everybody is satisfied. But 
wait — wait — until Westward begins racing in 
British waters! Then we shall see what we shall 
see—and hear what we shall hear. Here’s hop- 
ing that Barr is not hung and Cochrane not 
ostracised. Germania has been the American 
schooner’s most formidable rival, with Meteor, 
however, triumphant in one race. It’s too bad 
Westward will not be in this country for the 
August racing, but we can hope for next year, at 
which time—whisper it—there may be a fine, new 
racing schooner to show her—as in the case of 
Ingomar—that a foreign reputation does not al- 
ways win American cups. 

Question as to the relative merits of Addison 
G. Hanan and Harry L. Maxwell is likely to be 
pretty well threshed out this season. Maxwell 
has the 50-foot sloop Avenger, which, among 
other things, has her name inscribed on the 
King’s Cup, a swift Herreshoff flyer, whose 


| record of victories is probably equaled by no 


windjammer on the lists of the New York Yacht 
Club. Addison Hanan has been at the stick of 
Morton Plant’s new Class L sloop Shimna, and 
has already demonstrated that Avenger is not to 
have things all her own way, this year at least. 
On the Sound, in June, the two sloops sailed one 
of the rarest races known in yachting—a dead 
heat. This is not to say that both yachts finished 
nose to nose; Shima got over the line first, but 
the time she had to allow Avenger—about 2 
minutes and 15 seconds—brought matters dead 
even. At the special regatta of the Seawanhaka- 
Corinthian Yacht Club, in June, Avenger won by 
a small margin on time allowance, but in the 
gusty spring regatta of the Larchmont Yacht Club 
Shimna trimmed her rival to the tune of more 
than ten minutes. 

The entry of two boats in the power boat race 
to Bermuda, which was won by Eronel II, im- 
presses one with the fact that this race is never 
going to be popular with motorboat men. Several 
years have now elapsed since these races across 
the Gulf Stream began, and it is only too plain 
that the great mass of men engaged in the sport 
do not take kindly to it. As for the public, it is dif- 
ficult to foster enthusiasism over a race in which 
the average number of entrants is a pair of boats. 

In an article we ran recently on the yachting 
season in Massachusetts Bay the statement was 
made by the author that Onda II would have won 
the leg on the Lipton Cup in 1909 but for a tech- 
nicality. In order that a seeming injustice may 
not be done to Timandra, who was awarded the 
championship in P class for that year, we print 
the following letter from Mr. William Carlton, 
chairman of the Regatta Committee of the Corin- 
thian Yacht Club: 

“T will say that Timandra won the leg on Lip- 
ton Cup, which stands for the championship of 
Massachusetts Bay 31-foot Class P for season of 
1909. She won the championship without any 
technicality whatsoever. At one time in the sea- 
son there was a question, if the Onda II was not 
disqualified in some races, whether she (Onda) 
might not have won it; but at the end of the 
season Timandra won a number of first prizes; 
enough so as to make no difference whether 
Onda II was disqualified or not. The races 
which were under dispute were races of the Mass. 
Yacht Racing Association, and I understand that 
after a good deal of talk they decided not to 
disqualify Onda II, so the Timandra had an ab- 
solutely clear title to the championship. 

“Yours truly, Wm. Carton.” 
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MICHIGAN WHEEL CO. 
563 Canal Street 
Grand Rapids, Michigan,U.S A. ‘ 








Gasoline Launch | 
Tanks, 


Underground Gas- 
oline Tanks, 


Compressed Air | 
Tanks, 
Muffler Tanks, 
Air Whistle 

Tanks. 


WM. B. SCAIFE & SONS CO. 


(Founded 1802) PITTSBURGH, PA. 


| 
| 














Our Sails on the 
30-Footers 


The boats we fitted out last season, were 
the first to finish in the races. Next year 
will see our sails on a great many af the 
best boats in this country. 


JONES @ ROBINSON 


CITY ISLAND NEW YORK CITY 











Mattresses, Pillows and Upholstery 
Manufactured since 1845 by 


M. W. FOGG 


202 Front Street, New York City 
NO CATALOGUES 
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YACHTING 


LIGHT YOUR BOAT—DO YOUR COOKING 
WITH THE SAFETY STORACE SYSTEM 


155 













No Dynamos to Get Out of Order 
No Wiring to Short Circuit 


No Generator to Ciean 














Branches:—Chicago, 830 Monadnock Building. 





Any Plumber can install it quickly and economically, and when the gas supply runs low, 
the empty tank is exchanged for a full one. 
Underwriters and U. S. Steamboat Inspection Service. 


THE COMMERCIAL ACETYLENE CoO., SoS8roAbwaY. NEW YORK CITY 


Atlanta, 402 Equitable Building. 


Permitted by National Board of Fire 
Send for Illustrated Booklet. 





Toronto, 6 King Street, West. 


















nd your “juice” will follow the wiring instead of making outside excursions all over the boat. 
PACKARD INSULATION ACTUALLY INSULATES 


DOES cost a trifle more to instal, but it lasts from five to six seasons, while the cheap stuff 
ust be ripped out and replaced each spring. Send for illustrated booklet which shows the vari- 
s sizes and types, and tells how much each costs. 


ACKARD ELECTRIC CO., 305 Dana Avenue, Cleveland, Ohio 







DO NOT BUY 


oanox F©ROPELLER 





WOLF it—Champlon of Pacific Coast. 


+ gatta, at Seattle. 
GUNFIRE 11.—Winner Hudson-Fulton Races. 
PETER PAN |i.—Champlon—Lake Hopatcona 


Sole Makers 





“THE 


TRADE MARE 





THE HARTHAN 


Pushed the Following Boats to Victory: 


LAWANA—Winner Handicap Race, A-Y-P Re- 


HARTHAN McFARLAND FOUNDRY AND 
bg ea MACHINE COMPANY 





oneach blade TRENTON, N. J. 
REPRESENTATIVES 
- BOSTON NEW YORK PHILADELPHIA NORFOLK, VA. 87, LOUIS, MO, 
The Linooln-Dillaway 0o, Topping Bros, F. Vanderherchen's Sons = The Wallace Bros,  R. H. COMBS 
178 Commercial Street 122 Chambers St. 7 North Water Street 3685 Olive St, 











[The Yachtsman s Guide 


Nautical Calida 
for 1910 


NOW READY 





This is the famous 
te’s Guide, con- 
ing information 
yacht owners 
Not be without. 


A. P. B. A. Rating 
Table 

Sailing directions for 
the principal har- 
bors 


able of Contents Charts of Harbors 
des: Weather Signals 
Tables Knots and Splices 
es of the Road Yacht Routine 
ations applying Yacht Club Directory 
Power Boats and many other 
nts and Courses things} useful to the 
b Atlantic Coast man who sails a boat. 





SEND IN YOUR ORDER NOW 
PRICE, $1.00 


REMIT BY CHECK OR MONEY ORDER TO 


\CHTING PUBLISHING COMPANY 
38 Park Row, New York, N. Y. 











COMPOUNDED AND PRESCRIBED 
SINCE THE YEAR 1837 


RB 


For Sale at the Better 
Class of Pharmacies 


in every 


May We Send You 
Our Novelty Self 


Lighting Matchless 
Port of Call 
Match Safes 
On the Atlantic, Pa- 
cific, Lakes or Gulf of Especial Benefit to 
and All Seaports of Yachtsmenand Broch- 


Central and South ure, “Pills and People” 


America 





As A Laxative 


Wright’s Indian Vegetable Pills 


Start You Right on Your Cruise 
and Keep You Right, All Right 
While at Sea 








Wright’s Indian Vegetable Pill Co. 


372 Pearl Street, New York, U, S. A. 








Please mention Yacutinc when correspending with our advertisers. 
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The BEST SHORT STORIES | 


of the year are in the 


FICTION NUMBER 


(AUGUST) 


SCRIBNER 


Richar d Har ding Da vis contributes a story of remark- 


able power and dramatic intensity—A Question of Latitude 











ad W. Hornung, creator of the famous Raffles, tells a story of 


villainy and heroism in which.a chauffeur plays a leading part — The Man 
at the Wheel 





Alice Brown 
John R. Spears 


Stories by 


Dorothy Cantield 
Gerald Chittenden 





John Fox, Jr., author of “The Little Shepherd of Kingdom Come,” 
describes a journey On. Horseback to -Kingdom Come—a region he had never 
before visited. It has all the charm and romantic color of his fiction. 





A very notable feature of this number will be 


Georce Merepitn’s 
The Sentimentahsts—An Unfinished Comedy 





Maurice Hewlett’s Rest Harrow 


THEODORE ROOSEVELT’S 


account of the great LION HUNT by Nandi spearmen is one of the most 
vivid and dramatic episodes among his African experiences 








CHARLES SCRIBNER’S SONS 


$3.00 a year; 25 cents a number 


SEAGOING 

GURNET DORif 
CLIPPER 

LAUNCHES 

184 TO 30 FEET 
NOISELESS, ODORLESS EXHAUST, ESPECIALLY ADAPT» 
FOR YACHT TENDERS AND THE WATERS OF THE 4 
LANTIC COAST OR LARGE INLAND LAKES. CA TALOG D 

To enable satisfactory reply, please state requirements, 


THE ATLANTIC COMPANY, AMESBURY, Mas 








“Cort” Fine Shoes, custom-made but ready to 
wear, are offered through the most exclusive boot 
shops in leading cities. 8 to 15 dollars at retaij, 


“et as THOMAS CORT be had 
where INC 


NEWABE, NEW JERSEY. 











Wicker-Craft Motor Boat Furnitar 


is really adapted to your boat. Made to say 
space and at the same time to be perfect) 
comfortable. Our 1911 Wicker-Craft Style 
will prove great favorites. Drop a postal for 
catalog. Wicker-Craft Motor Boat Furniture 
is Rain, Fog and Sunshine Proof—this is why 
he best builders are specifying our goods. 


WICKER-CRAFT CO. 


13 SOUTH WATER ST. 





NEWBURGH, N. Y. 


























High Grade Heavy Weight Tanks 


For Gasolene, Water and Air of 

any shape or dimensions desired 

for any pressure. We make 
only work of merit. 


“Light Competition Work Not Wanted.” 


Galvanizing of all kinds of 
marine work. 


L. O. KOVEN & BROTHER 
50 Cliff Street New York 


ZOth CENTURY 


The Best Motor Built 
SIMPLE “fitusiuny ECONOMICAL 


WE INVITE INSPECTION 


2-3-4-6 CYLINDER 
10, 12, 18, 24, 30, 50, 80 and 120 H. P. 
Write for catalogue of our latest motors. The ing 
ments on our 1909 machine keep it at the ‘‘top of the 


heap.” Visit our factory and compare our motor with 
other makes in prices, etc. 


N. Y. YACHT, LAUNCH AND ENGINE CO. 
Morris Heights, New York City | 














“Sages T ar Tic ae . ATS. a 
$15000 THERMOS BoTTLe ADVERTISING CAR MOUNTED 
ONSIX CYLINDER ENGLISH NAPIER CHASSIS @ 
120 HORSE POWER,I51 INCHES WHEEL BASE WEIGHT 5000 L285, 
BODY CAST ALUMINUM EXACT REPRODUCTION OF THERMOS 
BOTTLE,INTERIOR FINISH MAHOGANY AND RED MORROCO. 
Now ON’ TOUR THROUGHOUT THE UNITED STATES die 


AN ARGUMENT 


When Thermometer Says ITS HOT 
Thermos answers ~’ CERTAINLY NOT 
My Contents are~IGY COLD 
And When Thermometer goes below, 
Says Thermos Bottle ~TIS NOT 50. 
"FOR ALL IS HOT I HOLD, 


AND THEYRE BOTHRIGH 


For AUTOMOBILING. YACHTING, HUNTIN 
SICKROOM.NURSERY, OFFICE ~ FACTORY 
HOME OR TRAVEL. AT ALL DEALERS. 


Piease Bé CauTIOUS Look tor Tie MALE THE 
OW THE BOTTOM OF EVERY GENUINE AATIUE | 


AMERICAN THERMOS BOTTLE COMP? 


THERMOS DUILDING, 245-24? West 12 St NEW ME 


IPHOTOGRAP# 


SAVE S30OPER CE 


€ novice, amateur, i 
can save wane 304 aaa on som 
WILL HA TO HAVE SONER 
LATER. This valuable tip will id given by us! 

‘ou acquainted with the best photographic m 
Your name and address will bring to you sample 
ond. the full information. 











PHOTOGRAPHY * 





1213 Beacon Bldg., Boston, Mass 
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The Star Air Pump 


With split cam and hinged 
boxes can be attached to propeller 
shaft without uncoupling the 
shaft. Stroke 14 inches, bore 14 
x. inches. This is the most com- 
pact air pump made It is entirely out of the way, and the throw of a small 
lever puts it into action, or stops it, while the engine is running. 












At Last! 


The only bilge pump which may 
’ be attached to propeller shaft with- 
f out uncoupling, and which may be 
bs thrown into and out of action with- 
out stopping engine. The Star No. 
60 and 62 Bilge Pumps occupy no 
valuable floor space, do not run hot 
il. when not pumping, and cannot get 
out of order. Requires but 34 inches 




























No appreciable extra power is required to operate. 
The whistle can be blown at thirty seconds after starting up the engine. It 








a space on shaft. 14-inch stroke—1- will pump a 10-gallon tank up to 60 pounds pressure in ten minutes, with the 
| inch bore—throw 2 gallons per minute at 500 revolutions of shaft. engine making 450 revolutions per minute. 
| SEND FOR ILLUSTRATED CATALOGUE AND PRICE LIST 
“S| WwW. & J. TIEBOUT, 118 CHAMBERS STREET, NEW YORK CITY. 
ure —_ _~ . — 



































i OES , Buy an 


EMMONS BOAT 


and be satisfied 














j@We are headquarters for the 
_| famous Swampscott Clipper Dories 
| and are the only builders of the 
| 21-ft Club Dories; 18-ft. Sailing 
| Dories ; 17-ft. Riverside Dories. 








_ ° Absolute One Lever Control of Speed in either 
Also build Power Dories, , direction without engine racing, throttle or spark adjust- 


Skiffs, etc. ment, and,without change in engine speed or direction of 
rotation of propeller shaft. Roper Safety Shear Coupling, Leverage, 
¢ GERRY EMMONS governing shearing of pin, adjustable to meet the strength require- 
a te ments of engines of various powers. 

== Factory, 53-61 New Ocean Street Write for d 
=e SWAMP SCOTT, MASS., U. S. A. te for details of Roper Safety Equipment for Motor Boats. 


Send 6c. in stamp for Catalog “C” C. F. ROPER & CO., Hopedale, Mass. 

























JAMES CRAIG, 556 West 34th Street For the DISCRIMINATING Yachtsman and Motor-Boatist 


«, Satie cane aie IEF abi cei NEW YORK A blower driven by friction with fly-wheel of the 
ad : ee engine. NO TANKS—NO TROUBLE—NO DANGER ITimount Rotary 
| Se and te bast is maintained as long as driving vise ofSiows Whistle Bl 
, t . 1s main! as long as ari Ww 
) Designer and ine, No variation or falling of e blower, 


NR SR OS A 


is in contact = omar, engine, No — — 
in tone as with com air system, in sizes, 

Constructor of Aa simple, nothing to get out of order. Whistle can be $15 00 AND 

placed on deck wherever required and the pull can be located in * UP 

y= Fahd en pe tue ne fi extremely 

MARINE durable, compact and efficient. Man, the Surf Boats of the 

U. 8. Life-Saving Service are equipped with our whistle outfits, 


GAS es Your Protection 
oney not 
ENGINES TRIMOUNT ROTARY 
POWER CO. 
144-150 Peari 


Feathering, 


Street 
BOSTON, MASS. 








"Hand Bi {0 gals. 
Propellers sta orn as 
and Special to boonk or got ont of enter. . Wil 
Mechanisms ay Be 


“AZARA, 85 Ft.W.L. with CRAIG ENGINE 
and FEA G PROPELLER 


wee, = Gasoline Yachts & Engines 
| NOTED FOR RELIABILITY 
Tregurtha Water Tube Boilers, Steam Launches & Engines 


ives 20 inute, 
fo 20; Me 2 0. AND WORTH IT 


























Send for Circulars and Second Hand List 


MURRAY & TREGURTHA CO. 


340 West First Street South Boston, Mass. 
New York Office, Room 1228, 150 Nassau St. Telephone, 5215 Beekman 
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60 H. P. ENGINE 











Please mention Yacurine when corresponding with eur advertisers. 


YACHTING 


AUGUST, I910 





Motor Boal 
insurance 


@ If you desire a policy 
expressly designed to 
insure yachts at reason- 
able rates, covering fire, 
collision, and marine 
perils; if you desire 
prompt and liberal 
treatment of losses and 
an inspection of your 
yacht that will lessen 
the chance of accident 
resulting from faults in 
construction or installa- 
tion of machinery, write 
for particulars concern- 
ing our liberal form of 
policy to any agent of 
the company or to the 


insurance Company 
of North America 


THIRD and WALNUT STS. 
Philadelphia 


Capital $3,000,000 Incorporated 1794 


This Company also makes a 
specialty of insurance against 
fre on buildings and their 
contents, automobiles and 
tourist baggage. 














To Increase Efficiency of the Motor 
(Continued from page 150.) 


by violent impact, disintegrating it and evenly 
diffusing it, thereby evaporating the gasolene and 
perfectly carbureting the air by mechanical agita- 
tion into an absolutely homogeneous gas. 

The function of the fan wheel is to revolve the 
wire mesh to which it is attached. The fan wheel 
itself will not break up the gasolene. The blades 
simply get out of the way of the mixture. 

A gasolene engine operated on a mixture which 
has passed through a HOMO, combining correct 
proportion, complete evaporation and homogen- 
eous diffusion, developed an increased efficiency 
represented by curves showing from Io per cent at 
1,500 revolutions per minute to 300 per cent at 250 
revolutions per minute. The heat in the cylinders 
is much less, and the vibration disappears in the 
steady torque of the even explosion. 

The excess of gasolene which has been fed to 
the engine, in an endeavor to cover up the thin 
spots in the mixture, is saved. All of the gaso- 
lene which comes from the carburetor through 
a HOMO is turned into power. The explosion is 
quick and the combustion complete. The trouble 
from thin streaks which release oxygen and burn 
the cylinder oil is gone—that from rich streaks, 
the slow combustion of which causes power to be 
lost in heat, disappears. 

Since the HOMO made its bow to the public, at 
the New York Motor Boat Show of 1910, auto- 
mobile and motor boat owners, to the number of 
several hundred, have equipped their engines with 
the device, and the invariable report from these, 
the manufacturers state, has been that the HOMO 
not only increased the efficiency of-the motor but 
reduced the consumption of gasolene, and added a 
degree of flexibility to the engine which alone 
would have been worth many times the cost of 
the device. 

Descriptive catalogue of the HOMO, with full 
details regarding it, will be mailed to any of our 
readers who will mention YacHTING when writing 
to the Gasolene Motor Efficiency Company, 98 
Exchange Place, Jersey City, N. J. 


The New York-Albany Race 
(Continued from page 116.) 


Passed Kingston at 9:10, when fog started to 
lift, made Saugerties light at 10:25, Catskill 
Landing at 11:50 A. M., Hudson light at 12:20, 
and turned Albany at 4:30. 

We had been bucking a strong tide and had the 
wind with us, which, with a hot sun, made it 
almost unbearably hot. We revived ourselves fre- 
quently by leaning over the side and having one of 
the crew throw pails of water over us. 

Returning from Albany we had a ripping tide 
with us and the wind against us, which made it 
again worth racing for. We loped along at a 
9-mile rate, passing the Imp on her way to Albany 
at 6.15 P. M. near Colemans. 

Passed Hudson light 8:20 P. M., and made for 
Catskill, where we lost two hours hunting for 
our course, in a night as black as ink. Finally 
made for Saugerties, which we reached at 1:30 
A. M. Monday. Turned in and slept till 4:15 
A. M., and started again, having heard the 
Lillian going by. 

At Rockland light, which we made by 1:15 
P. M., we had our steering chain trouble again, 
which we repaired without loss of time or course 
in a heavy following sea which we had to the 
finishing line. . 

Passed Yonkers pier at 2:50 P. M., and finished 
at 3:45 P. M., dead tired but glad to have finished 
in fifth place. 








The Cornfield Race for the 
Yachting Cup 


(Continued from page 110.) 


one of those wise moves that fate unaccotintably 
turns against its perpetrators. The wind. unex- 
pectedly hauled ahead, and from leading the More 
Joy, Crescent suddenly found herself a couple of 
hundred yards to leeward of her. Luckily for her, 
she lost no time in taking advantage of changed 
conditions, and went about in a hurry. As a re- 
sult, when the boats next crossed she was fully a 
mile ahead of Cara Mia. More Joy finished at 
9:15, Crescent at 9:35, Cara Mia at 10:05, and 
then followed Essex at 10:25, Kenosha II at 12:52 
a. m., and Pagan at 4:15. 

When corrected times had been calculated it 
was found that More Joy took the Yachting 
Trophy by 33 minutes and 20 seconds over Keno- 
sha II, awarded second prize, with Essex in third 
place. 

Following is the full list of elapsed and cor- 


rected times: 
Corrected, 


32 :02:20 
32 235 340 
33 :13 200 
33 234 350 

Not meas. 
33 255 :00 
34 35 :00 
36 :37 :40 

Withdrew. 


Elapsed. 
More Joy, W. H. Childs.... 33:45:00 
Kenosha II, C. W. Voltz... 37:22:00 
Essex, P. B. Griffen 34:55:00 
Windward, R. A. Monks... 33:39:30 
Notos, G. K. Benson 33 39230 
Crescent, A. G. Hill 34:05 :00 
Cara Mia, S. Wainwright.. 34:35:00 
Pagan, W. H. Judson 
Dixie, M. W. Houck 


The Bermuda Race from the Bridge 
of Eronel 
(Continued from page 99.) 


room and found the engine turning up the same 
number of revolutions that it did when he had 
started it some 50 hours previously. 

Just before daybreak we had a general clean up 
and a good swim, after whicu we allowed the 
Syren to tow us up to St. George, where we 
awaited the Yo Ho. Upon her arrival in the mid- 
dle of the forenoon we exchanged news of the 
trip and learned that their engine never stopped. 
They had had an easy trip, as we had; and if their 
engine-room force had been on Eronel the skipper 
firmly believes he would not have lost the hat he 
bet that Eronel would make the run inside of 72 
hours. Though the trip consumed 87% hours, the 
engine was running only 79% hours of this time, 
during which it consumed 330 gallons of gasolene 
and 7 gallons of cylinder oil. 











FOR SALE 


Complete sets of Castings with Forgings and Blue 
prints for Gasoline Marine Engines, 3 to 50 H. P., 
Opposed and Vertical. 


COMET MOTOR WORKS 








) Ill. 
512 Monroe Street, Chicago 3 
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12,000 Gallons 


KYANIZE 
SPAR FINISH 


furnished U. S. Navy is ample proof 
of its quality 


Nearly every ship in the Navy 
wears more or less of our Spar 
Finish. Ask your dealer or 
write us direct. Ww Ww Ww 








SOLE MAKERS 


BOSTON VARNISH COMPANY 


Everett Station, Boston, Mass. 
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OR ee 


A> Cigarettes 
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® l y Take them | 
S “into camp” for 
your vacation. 
| | CAMBRIDGE 950 
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‘‘The Little Brown Box” 








| F. M. TRAFTON CO. 


| 








Bie AND LITTLE 
They All Use the Oid Reliable 
RINGS OF METAL POLISHES 


THE GREAT MARINE FAVORITE 
For Sale Everywhere 





Boston, Mass, U.S. A. 

















KNOX 1910 


BETTER THAN EVER 








Our Knox Motors will give 
you Power, Durability and 
Reliability. What more can 
be said? 


Our Knox Yaw! Dory Launch will give you Com- 
fort and Pleasure. Enough said. Ask the man who 
runs the Knox—He Knows. We have a few of 
our Yawl Dory Launches in stock for immediate 
shipment. Send for Catalogue, now. 


CAMDEN ANCHOR-ROCKLAND MACHINE CO. 


CAMDEN, MAINE, U. S. A. 
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The Ocean Race 
(Continued from’ page 106.) 


hoping to get through there, and had Little Gull 
Light abeam at 6 p. m., heading due East for Vine- 
yard Sound. Wind dropped to a dead calm and 
heavy fog, in which we could not see the boat’s 
length. 

Drifted back with the tide, until suddenly Race 
Rock Light appeared directly in front of us. 
Anchored from 1 a. m. until 2 a. m. Monday morn- 
ing, waiting for a change in the tide. 

July 4, 3 a. m—The fog lifted and a light 
southerly breeze set in. Were going to start on 
our course again, when one of our crew insisted 
upon being put ashore in New London, and we did 
not make start again until 10:45 a. m., with a 
fresh N. E. breeze. Set ballooner and went 
through Fishers Island Sound and so on into the 
open, and had Watch Hill Light abeam at 12:30 
p. m. on a course due East % South for Vineyard 
Sound Lightship. We were getting the breeze we 
wanted and were logging an average of about Io 
miles. Had the Vineyard Sound Lightship abeam 
at 5:30 p. m. one-half mile distant, but wind 
dropped and left us with a heavy ground swell, 
against which we could ‘make but very little head- 
way, with a strong tide setting us westerly, 
Reached the lightship at 7 p. m., and the lightship 
keeper told us the other boats had passed early 
that morning. 

July 5—Montauk abeam at 7 a. m.; wind very 
light all the way from the lightship. We were 
then becalmed off Montauk until 2:30 p. m. 

July 6—Shinnecock Light abeam at 2 a. m. 
Breeze very light and making but little headway. 

July 7, 7 a. m.—A light breeze from the south 
sprang up, and we shaped a course for Gravesend 
Bay. We had Norton’s Point abeam at 10:15 a. m. 


LOG OF ROWDY. 
July 2, 1910. 


10:45 a. m.—Start off Huckleberry Island. 
11:56 a.m. Matinicock Gas Buoy. 


. m—Lloyd’s Bell No. 13%. 
. m.—Eaton’s Neck Light. 
. m.—Oldfield Point Light. 
. m—Mt. Misery Buoy 
July 3, 1910. 
m.—Horton’s Point. 
m.—Old Silas Rock. 
m.—Little Gull Light. 
m.—East end Fishers Island. 
m.—Watch Hill Light. 
July 4, 1910. 
a. m.—Point Judith Bell No. 4. 
a. m.—Point Judith Whistler. 
a. m.—Vineyard Sound Lightship. 
a. m.—S. E. Light (Block Island). 
m.—Shinnecock Light. 
m.—Fire Island Light. 
July 5, 1910. 
m.—Finish in Gravesend Bay. 


: LOG OF VICTORY. 

10:45 a. m.—Second over line in light southwest 
air with fair tide. Set balloon and spinnaker. 
Very hazy. Course, E.%S 

12:05 p. m.—Matinicock abeam. Waialua and 
Rowdy way ahead. Amorita % mile ahead. 
Helena out of sight. Wind S. W., very light. 
Hazy. - 

1:35 p. m.—Lloyd’s Point abeam Wind W., light. 
Course, E. % N. Competitors out of sight 
in haze. 

2:26 p. m.—Eaton’s abeam. 
Head tide. 

5:10 p. m—Crane’s neck abeam. _Heavy head 
tide. No wind. Still thick. 

5:50 p. m.—Port Jefferson abeam. Jibed over. 
Shifted spinach. 

6:25 p. m.—Mt. Misery abeam. Lighest westerly 
air. Course, E. 4% N. Set log 18 3/r1o. 

9:10 p. m.—Wind heading, took in spinnaker. 
Course, N.E. x E. Log 25%. 

July 3 
8:00 a. m.—After drifting all night, sometimes 


3:42 
11:20 

6:00 p. 
10:50 p. 


5:35 a. 


Course E. &% S. 


without steerage way, a light E.-N. E. air 
comes up. Barom. 29.89. Still thick. 

9:30 a.'m.—Horton’s abeam, 3 miles south, 
Light N.E. air. Close hauled on port tack, 
standing in for Rocky Point. Beating in light 
N.E. to E. wind all morning. 

1:10 p. m—Came about, heading S.E. % §, 
with Bartlett’s 1 mile E. Raw and hazy. 

1:45 p. m.—Little Gull bears W. Tide last of 
ebb. Wind veering to south. Came about, 
heading E. x N. 

2:10 p. m.—Race Rock bears N. x W. 2 miles, 
Wind S.E. x E. Set log 50. Course. E. x N. 

4:30 p. m—Tacked off shore % mile S.W. of 
Sugar Reef Beacon. Steering S.E. in light 
easterly air. Heavy head tide. Log, 107/10. 

5:30 p. m.—1 mile S.W. Sugar Reef, after hay- 
ing stood off shore % hour and then stand- 
ing in again. Hardly holding our own against 
tide. 

6:30 p. m—South of Watch Hill. Heading 
E. % S. on starboard tack, close hauled. Lit- 
tle or no wind. Still thick. 


July 4. 
12 m.—Jude abeam. Log, 35. Course, E. 
Wind S., light. Sloppy sea and fog. 

4:30. a. m—Lightship bears S. 1% miles. 
Amorita abeam. First time we have seen any 
of our competitors since passing Oak Neck. 

4:43 a. m—Pass Lightship. Reports Waialua 
passed 12:15. Barom. 29.65. Log, 13. 

7:50 a. m.—Log, 25. Thick, wind, S. W. Slopply 
sea. Heading S.-S.W. Position by dead 
reckoning, 8 m. west of lightship. Beating 
to windward all morning. 

10:00 a. m.—Wind freshens. 
turn in 2 reefs. 

12:25 p. m.—Blockers. S. Light bears N. W. 3 
miles. Plunging badly into very lumpy sea 
and rips. W.-S.W. best we can head. 

2:30 p. m.—7 miles S. E. Montauk. Light wind 
west. Heavy head cross sea and rips. With 
drew from race. 


Dead on end— 





Practical Books Which Every Yachtsman Should Have 


Epitome of Navigation—Norie 
—Raper 
—Bowditch 
—Thom 
Complete Nautical Tables—Norie 
Useful Tables—Bowditch 
Elementary Navigation—Rosser 


“ “ 


“ “ 


IN 530s cwogeuiasseecnas 
Wrinkles in Practical Navigation—Lecky 


Practical Aid to the Navigator—Sturdy 
Yachtsman’s Guide. 


trations—Patterson 
Lunar Tables—Rosser 
Lunar and Horary Tables—Thomson 
Lunar and Nautical Tables—Coleman 
Ex-Meridian Altitude Tables—Towson 
Apparent Time at Sea—Martelli 
Ex-Meridian Tables—Bairnson .. 


How to Find the Latitude and Longitude in in Cloudy ‘Weather 


—Johnson 


Handbook to the United States Local Marine Board of Ex- 


aminations—Patterson 


Ainsley’s Guide to the Local Marine Board. Examination of 


Masters and Mates .. ‘a 
Ainsley’s Extra Master’s ‘Guide 
Reed’s New Guide Book . 
Key to Reed’s New Guide Book. . 
Engineer’s Manual—Ainsley 
“Kedge Anchor”—Practical Seamanship . 
Bergen’s Seamanship 
Reed’s Seamanship 


Newton’ s Guide 


A simple and comprehensive work on 
Navigation, Seamanship, Yacht Routine, etc, with illus- 


Poo 
The Small Yacht; 
Boardman ... 


Book of Knots 


British Code List 
Flags of All Nations 





Rosser’s Navigation for Seaman 

Naval Reserve Man’s Guide—Patterson 

Elementary Manual for the Deviation of the Compass in 
ee ds Fass nw ne debaan nee eseueyer 

Deviation of the Compass—Towson 

Magnetism and Deviation of the Compass—Ainsley . 

Compass Corrector—Ainsley . Lubests 

The Stars—How to Know and Use Them—Rosser. 

Revolving Planisphere—Showing the stars visible for every 
hour in the year, Northern Hemisphere 

—— Science—A new practical book on navigation— 


Its eee 8 and ee A. 


Planisphere—Southern ‘Hemisphere. (is ieectiteceavnaaie 
Law of Storms—Rosser .. eee 

The Aneroid, How to Use It. 

Navigators’ Pocketbook—Patterson .................e000: 
Sailors’ Pockethbook—Bedford ..... 

The Danger Angle—Lecky 


Sails and Sail Making—Kipping 

Masting and Rigging—Kipping 

Yacht Designing—Biddle ... Ee ee oe ee 

Vessels and Voyages—Wynkoop 

INQUES OF SEOWRRO—TIICORE 2.6... co ccc ccccccswcvdccece 
International Code of Signals 


Light Houses of the World 

Port Charges of the World—Hunter .................... 
The Sextant—Brainard .... pe aad bs 

A List of Geographical Positions. . 

Development of Great Circle Sailing.’. 

Submarine Cables of the World 

How to Run and Install Gasolene Engines—Von Culin.. 


YACHTING PUBLISHING COMPANY, - 38 PARK ROW, NEW YORK CITY. 


Please mention Yacutinc when corresponding with our advertisers. 
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Splitdorf_ Magneto 


For Power Boats is the 


Standard Ignition Device 


Mr. W. J. Brainard, owner of the 
SPLITDORF equipped Gunfire IT. 
which has won many races, says: 











“*In all my experience I have never found an ignition 
system so absolutely satisfactory as the Splitdorf.’’ 


ASK FOR MAGNETO CATALOG 


Cc. F. SPLITDORF 


Walt Ave. da 188th St. 
Branch, 1679 Broadway New York 











KEEP YOUR BOAT DRY BY USING 
Hitchcock's Automatic Bilge Bailer 


(Patent Pending) 
Once applied requires no attention, starts automatically when the boat does, works 
all the time, is practical, indestructible and effective, and is self-closing when you 





slow down or stop. Not only keeps your boat 


Water follows o 
oun of om S Cross Section dry, but will actually increase the speed of a 
HL andis left Pe Dy Bail fast boat by 14 to 2 miles per hour. Requires no 
astern g% A < 


extra power and is quickly and easily applied. 
IT’S SIMPLE, SEE HOW IT WORKS 
= Price $5,00 of your dealer or 

a Lay direct from us. 


. When writing for particulars state speed of 
application. boat, also draft of hull. 


THE AUTOMATIC BILGE BAILER CO. 
Dept. D, 150 Huntington Avenue, Boston, Mass. 
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WATCH YOUR GALLEY 


Don’t go off on a cruise without a supply of 


BORDEN’S 


PEERLESS 
BRAND EVAPORATED 


a i = 


(Unsweetened ) 


A Yachtsman writes: “It made my last summer's 
cruise a success, and every meal a delight.” 





BORDEN’S CONDENSED MILK CO. 
Est. 1857 “Leaders of Quality” NEW YORK 























NOT A 
MOLLY -CODDLE 


THe Famous 


EVEREADY Battery is ever allowed to 
BATTERY 


leave the factory 


Ignition Batteries 


MORE AMPERAGE 
: MORE LIFE 
Are built to meet every require- 
ment of strenuous battery life 





If you think we are prejudiced, ask any user 





OUR LATEST ADDITION 
Is a complete line of 
Spark Plugs 
No race suicide in the Eveready family 


W. : will gladly send circulars, prices and full 


information on request 














AMERICAN EVER READY CO. 


304-522 Hudson St., New York 114-116 Bedford St., Boston 
184 Lake St., Chicago 755 Folsom St., Sen Francisco 

















Edson 


Steering Gears 


have stood évery test for half a century. 


Established 1859. 


EDSON MANUFACTURING CO. 
260 Atlantic Ave., Boston, Mass. 


























Please mention Yacutine when corresponding with our advertisers. 


Joe’s Improved Reversing Gears and 
“One Way” Clutches 


All powers ranging from the smallest 
motor to motors developing 150 H. P. 
at 1,000 revolutions per minute. 


IMPORTANT CHANGES IN 
CONSTRUCTION AND PRICES 


Advance Circular 
Now Ready 


The Snow & Petrelli Mig. Co. 


43 CHAPEL 8T., NEW HAVEN, CONN 











re nT 






YACHTING AucusT, 1910 





The Block Island Race 


| (Continued from page 108.) 
| After finishing the tired crews turned in for a 
t. | few hours’ rest, and at 12:30 all went ashore and 
| enjoyed a shore dinner, a custom which was in- 
augurated last year. At the close of the dinner, 
Commodore Jackson, of the New York A. C., pre- 
sented the prizes to the winners, and late that 
afternoon the yachts began to slip out of the har- 
bor on their way home. 


THE POWER BOAT RACE 


At 5 p. m. the same day eight power boats were 
sent away by the New York A. C. from the start- 


wv 
ing line at the eastern end of Huckleberry Island 
| on the third annual power boat race for the Day 
Cup. This race was open to cruising power boats 


of not less than 25 nor more than 40 feet in length 
‘ over all, and was run under the measurement rules 
a | and time allowance table of the American Power 
of Good i hings Boat Association. The boats went through the 
| Gut between 1 and 2 o’clock the following morn- 
ing, the first boat to finish being Margo, which 
for the Table : crossed the line at 5:14:32 a. m., June 26. The 
sin! boats were pretty well strung out behind her, 
tee Elmo II finishing at 5:30:50, end the others strag- 
gling along until 7:28:02. On corrected time 
Elmo II was the winner, with Elizabeth second 
and Gracelda third. 
The summary of the race, showing the finish and 
corrected time, follows: 
Allowance. Hrs. Min. Sec. Hrs. Min. Sec. 
Finish Cor. Time Position 
7 0 7 0 7 
17 
55 





RS pas es 
Margo 14 


ae 
a 
2 
Gracelda.... 2 
Elizabeth... 3 


Calendar of Events for August 
. Seaside Yacht Club, Bolte cup. 

Special Quantity Price ‘ Becton YC. Marbichesd Y. R. A., open. 

. Lake Champlain Y. C., annual, all classes, motor boat 
EINZ Vacation Box contains an assortment of pure foods selected | 3.6. ointhian’Y, C., Marblehead midsummer series 

especially for the needs of camping, motoring, yachting and | £6 Goii’Ciaenge cup races of AP. BAY, Alexandsi 


Ba 


seashore or country housekeeping. There are 28 jars, bottles and | ¢. porsedhoe Harbor Yacht Club, annual. 
tins in the box of 21 different delicacies — the choicest of the 57 Varieties. | § (ore een Cee Seared aa 
e . . ° . Seawanhaka Corinthian Yacht Club, club. 
All packed in one strong, especially-made box that will stand shipment | «. Quantuck Yacht Club, association regatta 
. . Royal Canadian Yacht Club. 
and may be used for storage or repacking. : Ouiney Yacht Club, Hull Y. R. A., open. 
- Hingham Yacht Club, Hull, Y. R. A., open. 
LIST OF GOOD THINGS IN VACATION BOX Ea eee ge agen eo 
2 Jars Peanut Butter. 1 Bottle Chow Chow. 1 Bottle Sweet Gherkins. 2 Tins Baked Red Kidney Beans. Huguenot Yacht Club annual 8 2 
2 Tins Apple Butter. 1 Bottle India Relish. 1 Bottle Tomato Ketchup. 1 Bottle Euchred Pickle (Sweet). F Bridgeport Yacht Club. annual 
1 Tin Currant Jelly. 2 Tins Tomato Soup. 1 Bottle Pickled Onions. 2 Tins Cooked Kraut with Pork. r Hempstead Harbor Yacht Club. éuieaet 
1 Bottle Olive Oil. 1 Bottle Stuffed Olives. 1 Bottle Sour Gherkins. 1 Bottle Prepared Mustard. . Scales Vacht Club. seventh chan ee 
1 Bottle Malt Vinegar. 1 Bottle Queen Olives. 1 Tin Cherry Preserves. 1 Tin Strawberry Preserves. ‘ Bristol Yacht Club open and endear, poe ae 
3 Tins Baked Beans with Tomato Sauce ” Seaside Yacht Club. club. . 
4 poawenhete, oie gO we Club, o> 
. . . * . . . American Yacht ub, Newburyport, club. 
| 9 gg se me vg be a ge sage had all vad grocers at the special quantity price of * Chicago Yacht Club, open. 
‘ ae. xcept t at est of t. é issourt River and at points remote Srom populous 18. Boston Y. C., motor boats, Isle of Shoals and return. 
centers freight may, in some cases, be added. If you have difficulty in finding it, 15-20, Eastern Yacht Club, sonder trials. 
send us the name of your grocer and we will arrange with him to supply you. > en, te catbouts. 
H. J. HEINZ CO., Pittsburgh, Pa., Distributing Branches and Agencies throughout te World. , i eds ee ee ee 
. oe , , ban te . Edgewood Yacht Club, cathoats, special. 
Member American Association for Promotion of Purtiy in Food Products. ’ King Phillip B. C., open and interbay, catboats. 
: 18-20. Moriches Yacht Club, association regatta. 
Bay State Motors 18-20. Chicago Yacht Club, Lipton cup races. 


as 9 “PerfectSimplicity” and “Simple Perfection” . Newport Y. C., open and interbay, catboats. 
THE TOOL-MONGER are the an embodied in these Motors, of . British International Trophy Race. 
r 15 yeirs devoted to the developing of these 20. Stamford Yacht Club, annual. 
Name given to a booklet of 288 pages ape Oe py Fong Fy a - Harlem Yacht Club, long-distance race. _ 
which we shall be pleased to mail on request. motor ae ayreamonaole price. Wie ot | 39, Conunicut Wache Claby open and aterbey, catboat 
catalog stating size and type (2'or cle) . n , ’ ‘7 
Valuable to owners of Motor Boats. of motor wanted. .We_also,furnish castings . Quincy Yacht Club, club. 
c 


" for these motors. an ee . Jubilee Yacht Club, club. 
MONTGOMERY @ CO BAY STATE MOTOR WORKS . Seaside Yacht Club. 


108 Fulton St. New York City Successor to A. J. HOULE MOTOR WORKS " Roston Yacht Club. Marblehead, club. 
50 So. East Street, Holyoke. Mass. . Gloucester Yacht Club. 
. New England Eng. and Boat Association, regatta. 
‘ | somal pe a agg uy agi cup. 

THE 5. oucester Yacht Club, Y. R. A., open. 
IMPROVED BALL REVE RSE CEAR ay preg oad oe — regatta. 
25-27. icago Yacht Club, Nutting cup races. 

26. Annisquam Yacht Club, Y. R. A., open. 

for MOTOR BOATS . Northport Yacht Club, annual. 

Made only of Hardened Steel Spur Cears —- . New Rochelle Yacht Club, annual. 


Most Reliable—Highest Crade—Easiest to install 1 oy, ae et ee ee Cloke atube 


: A. 
- sf Catalog en Request . Regatta of W. P. B. Association, at Peoria. 
WwW New York Gear Works, 56-58 Greenpoint Ave., Brooklyn, N. Y. - Seaside Yacht Club. 


. Atlantic Yacht Club, race week. 


9 Cr co B+ Cri oD 
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Che TUTTLE ENGINE 


Is Guaranteed for an Unlimited Time 


Unequalled for durability, re- 
liability and efficiency, com- 
bined with ease of operation and 
permanent excellence of work. 


Ask for our 1910 catalog 


The Tuttle Motor Co. 
(Successors to D, M. Tuttle Co.) 

30 Holden St., Canastota,N.Y. 

Boston Office. 70 Long 


Wharf. 
Metropolitan Office, City Island, New York. 
Baltimore Branch, 514 E. Pratt St. 














YOUR Yacht Should Be 
Equipped With a “Wireless’’ Outfit 


Ws Telegraphy is not a luxury, it is a 
NECESSITY. No boat should venture 50 miles 
from shore without proper equipment for sending and 
receiving messages. Our Wireless outfits are in use on 
many Yachts and Steamers on the Atlantic. Equip YOUR 
boat. Illustrated pamphlet on ‘Wireless Telegraph for 
Marine Installation,’”’ and our big catalog of ‘‘Wireless’’ and 
other electrical goods sent to anyone interested for 3c. in 
stamps. You need both books. Write to-day. 


J.J. Duck, 425-5 st. ctair st, Toledo, O. 












































~ READY 
Volume Vil of Yachting 


JANUARY to JUNE (inclusive), 1910 
BEAUTIFULLY BOUND IN BLUE AND GOLD 


(Uniform with Volumes I, II, III, IV, V and VI) 


Price $2.2 


Volume VII forms a most valuable record of matters and 
events Yachting for the. first half of 1910. . 



























Every yachtsman needs it, and it should 





be in every yacht club library 















If you desire to have your back numbers bound, and will 
send them to us, transportation prepaid, we will bind them 
for you for $1.25 per volume of six numbers. 


ee 
_—_—_ 


















ADDRESS 
CIRCULATION DEPARTMENT 


YACHTING PUBLISHING CO., 38 Park Row, NEW YORK 
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You can have a generous sample bottle of 3-in-One 
Oil any time you write for it. 

The sample will convince you that 3-in-One is the 
one and only preparation that keeps everything about 
any boat, launch or sail boat, shining like new, free from 
rust, verdigris and tarnish, and running like clockwork. 

3-in-One is positively the best preparation for 
cleaning and polishing every veneered and varnished 
surface aboard. It “chases” all scars and mars. Re- 
stores the original finish “good as new.” 


If it is applied to metal surfaces, neither fresh or 
salt water can possibly produce rust or tarnish. 


Simply perfect for oiling fans, motors, delicate 
electrical machinery, phonographs, guns, revolvers and 
every kind of tool needed to keep the Yacht shipshape. 


Don't lift anchor and leave 3-in- 
One at home. Buy at any store; 8 oz. 


50c.; 3 oz. 25c.; Trial Size 10c. 


3-IN-ONE OIL CO. 


27 BROADWAY 
NEW YORK CITY 















WUVW 3dVUL 


aqau3aisioay 








The Mattress That is Built—Not Stuffed $ 


Ostermoor 


The MATTRESSES and CUSHIONS 
for YOUR Boat 


because they are the most restful ever made; soft, yet firm; built, not stuffed. 
They're non-absorbent and water-proof; never get mildewed or sodden. 
Besides that, in case of need, they may be used as auxiliary life-preservers. 
Will hold fifteen times their weight in water for a very long time. The U. S. 
Navy and most of the best yachts have them in use. 
Our book — “* The Test of Time ”’—sent tells all about Mat- 
with references 


t ind Cushio I elc., 
or baler A ger ph pall Seung cneiaintae and see a full line. 


OSTERMOOR &, CO., 114 Elizabeth Street, NEW YORK 
Canada: Alaska Feather & Down Oo., L4d., Montreal 




















FairbanKks-Morse Marine Engines 


Two-cycle, 3% to60H.P. Fitted with safety starting de- 
vice. No trouble—no er—no cranking. inder 
crank, piston, rings, pin and shaft are ground true on special 
machines. ge hand hole in crank case. 
patented features found on no other engines. 
Guaranteed for One Year 

Each Fairbanks-Morse engine is tested and must develop 
more than rated horsepower before it leaves the factory. 
When you buy Fairbanks-Morse engines you know are 

etting the best design, materia) and workmanship that can 
be offered—yet our enormous factory facilities enable us to 
turn out these nigh grate engines at a price within the reach 
of all. Mention this publication and send at once fo 
Catalog TA 1316 


Four-cycle. medium speed Marine Engines, 454 to 18 H.P 
Four-cycle, heavy duty Marine Engines, 20 to 100 H. P. 


FAIRBANKS, MORSE & CO. 


y other 











3% H.P. 


CHICAGO, ILL. 
Or address the nearest one of our 27 Branch Houses 
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INDEXED LIST OF ADVERTISERS 








Alden, John G Gardner, William Packard Electric Co 
American Ever Ready Co Gas Engine & Power Co Palmer Bros. 
American Photography Gasolene Motor Efficiency Co Perfection Wrench Co 
Gielow & Orr Porter, The 

American Thermos Bottle Co Gleason-Peters Air Pump Co Prest-O-Lite Co. 
Atlantic Co. oo. .ccceecccees So wnvendessiveeveseeee Gray Motor Co Progressive Mfg. Co 
Automatic Bilge Bailer Co Griffin, W. H 


bec St hip C 
Barney, Morgan SJeckes Samay. Co 
Bath Marine Construction Co Heinz Co., J. H 

einz Co., J. 
Bay State Motor Works Hilton Mfe. Co Ret‘ -Didian 


Biversone Mfg. Co : 
Borden’s Condensed Milk Co Holmes Motor Co Roget Goasiens megan Se 
Roper, C. F 


Boston Varnish Co 
Boucher Mfg. Co., H. E 
Bowes & Watts Insurance Co. of North America 
Bridgeport Bronze Marine Paint Co International Silver Co Scaife & Sons Co., Wm. B 
Brooks Mfg. Co : ’ 
- Scribner’s Sons, Charles 

Bruns, Kimball & Co Oni Cine ty Benth 
Buffalo Gasolene Motor Co Janney, Steinmetz & Co ota ag Ae 
Burgess, W., Starling & Co Jones, Frank Bowne Snow & Petrelli Mfg. Co 

i iis 7 Splitdorf, C. F 


sdnsern tines 58: te Stamford Foundry Co 
Cal &C Emil Standard Oil Co. of New York 
eens ie: Se he io Stanley & Patterson 
Camden Anchor-Rockland Machine Co Kiggins, Wm. P Sterling Engine Co 
Colgate & Co Koven & Bro., L. O sd Bw 
8 Syracuse Gas Engine Co 


Haddock, R. M 


Royal Engine Co 


Commercial Acetylene Co 
Comet Motor Works : 
Cort, Thomas, Inc , Tams, Lamoine & Crane 
Cox & Stevens Lowell Weeving Co Three In One Oil Co 
Craig, James Thousand Island House 
Tiebout, W. & J 

Manning’s Yacht Agency Trafton Co., F. M 

Dayton Electrical Mfg. Co McFarland Foundry & Machine Co Trimount Rotary Power Co 
Dean Mfg. Co Michigan Wheel Co Truscott Boat Mfg. Co 
Detroit & Cleveland Nav. Co Montgomery & Co Tuttle Motor Co 

Morris & Co., 

Mower, Chas. 
Murray & Tregurtha Vacuum Oil Co 
Vacuum Specialty Co 
Edson Mfg. Co Vim Motor Mfg. Co 
Elbridge Engine Co New York Gear Works 

Electric Launch Co i New York Yacht, Launch & Engine Co 
Emerson Engine Co Nock, Frederick S Whittier Inn 

Emmons, E. Gerry Whitaker, Morris M 

Whittelsey & Whittelsey 

Ostermoor & Co Wicker-Craft Co. 

Outing Publishing Co Wilson & Silsby 

Owen, George Wright’s Indian Vegetable Pill Co 














INNOVATION IN THE MOTOR BOAT WORLD 


BIVERSONE No. 2 COMBINED FOG HORN AND WHISTLE 


Covers law requirements. Clear, loud blasts from either horn or whistle as desired. Simple, compact, entirely new and extremely 
economical to own. Nothing torust. Horn and whistle of brass. Bellows of best oiled leather. You need a horn and whistle. Why 
not get the Biversone No. 2, combining these two elements? It is the ideal for motor boats. We also make single whistles for motor 
boats and fog horns for every craft that floats. Order now. 


BIVERSONE MFG. COMPANY, 5 Rogers Street, GLOUCESTER, MASS. 











SYRACUSE ENGINES DO NOT HAVE ALUMINUM CYLINDERS 


On page 39 of the “Motor Boat,” June 25th, R. W. Chante, in in his article, “The Challenger,” descriptive of the’ English challenger, “Maple 
Leaf III,” says in part: “It has not been forgotten that sea water has a disintegrating action on aluminum, and a 20-gallon fresh water tank is, there- 
fore, cartied under the floor boards forward.” Isn't this evidence enough to show that you don’t want aluminum cylinders in your engine ? 
SYRACUSE MOTORS ARE ALL ALUMINUM EXCEPT THE CYLINDERS AND MOVING PARTS 

We save all weight possible to save without Write for free catalog and full particulars Our patent combination water inched S a 


da d d 
nn SYRACUSE GAS ENGINE CO., 1818 Park St., Syracuse, N. ¥. aus fustaniees more power for weight tas 














THE HE. BOUCHER MrFrc. Co 
20 FULTON Sr. New YorRK 


MARINE MODELS A SPECIALTY 
INVENTIONS DEVELOPED - PATTERN MAKING 
SPECIAL MACHINERY DESIGNED AND BUILT 


Please mentien YacHT1nGc when corresponding with our advertisers. 
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A NOTEWORTHY OPPORTUNITY 


— FOR THE— 


Decoration of The Club House, The Den, The Summer Cottage 


WITH HIGH ART PHOTOGRAPHS OF THE FAMOUS BOATS 
WHICH HAVE MADE YACHTING HISTORY. 


For many years past, Mr. C. S. Bowles has been recognized as the foremost high art Marine Photographer. 

His collection of negatives comprises the most complete photographic record of the famous craft which have made 
American yachting history, and these pictures possess an artistic merit equal to their historic value. 

Reproductions of these photographs are rare, as Mr. Bowles held them at high prices, ranging from Five to Ten 
Dollars per printe- 

Mr. Bowles has retired, and Yachting has purchased his entire collection of yacht negatives. 

We offer these prints at a price which brings them within the reach of every yachting enthusiast, who desires to 
appropriately decorate the Club Room, Den or Cottage. 

This is an unparalled opportunity to secure a collection of the finest Yachting photographs extant, and one which 
every club and yachtsman will appreciate. 
























































STEAM YACHIS Hariett Roamer Consuelo Neva Ariadne 
Adela Havoli Sagbonte ay Pilgrim and Vigilant WNavyahoe Ariel ~ 
Admiral Helvetia Sagamore Colonia Nit Alsacienne 
Akela Hermoine Saghaya Columbia Narona Atlantic 
Alert Hiawatha Sagita In Dock Nylked Brunhilde 
Alicia Hidegrade Sapphire After Launching Nymph Cachelot 
Aliyan Hirondelle Satirella Extra Nun Cavalier 
Aileen Huntress Say When Extra Ohyesia Chanticleer 
Allegra ntrepid Scout Crescent Oiseau; Clytie 
Almy rma Scythian Cup Defenders, The Four Olita Comet 
Aloha tuma Seabird Daphne Ondawa Constitution 
Altair nvisible Semiole Defenders, Cup Owatonna Colonia 
Aluina Jathniel Seneca Defender Paprika Columbia 
—_—, Javelin Skella pe k — alloon Qoameeate on Builder's Trial 
D Jean Sovere exie rona 
Amorita Tonece Spae ” wee Jib penemee 
Anita Josephine Sultana ward 
Aphrodite Judge Sun Diver Pirate 
Aquillo Judy Susguchenns Dolphin Possum 
Arcturas Kalolak Sur Dragoon and Acushia Purean 
Arrow Kanapha Swananoa Dragoon 
— canawha Syee pees gieee i and Ariel 
e fatoom Vv 
Ava Katoor Tall 4 as Effort ueen mab and Wasp 
pm ‘arantu olon & 
Averil — Fay ” Eidolon ee eee and Mineola 
Az er 1  Torpide Tanlatus Emrytra amaliah 
Balymena La Weseotte Theresa Esperanza —— 
Barracouta _: vrock Thyia A Thrash to Windward Reliance 
Bellemere Leon Abbott Thespia Ethelwyn Riverside and Hildegarde 
Cachalot Llewelyn Tide Etal Sagamore Ingomar 
Carmina Tints Tigress E. Z. Sloat Sao Iroquois 
Carrie —_. Tillie Fanny Sayonora Intrepid 
Catavia Marguerite Toinette Gamecock Sel ooners, Group of Katrina 
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STERLING QUALITY 9 


RELIABILITY — ENDURANCE 
POWER — SPEED 


A PERFECT GASOLINE MARINE ENGINE Ee. ae 
4-CYCLE, 2-4-6-8 CYLINDERS MODEL B, 6 CYLINDERS 











ENGINES OF REFINEMENT TO MEET ALL MARINE RE- 
QUIREMENTS FOR CRUISERS—LAUNCHES—RUNABOUTS 
—SPEED AND WORK BOATS, DESCRIPTIVE CATALOG 
WILL BE SENT UPON RECEIPT OF YOUR REQUEST 











FOR SPEED FOR 
25 — 40-— 45 — 55 HEAVY DUTY 
65 — 100 -180—240 8—12- 18-40-60 
HORSEPOWER HORSEPOWER 


SEMI 
HEAVY DUTY 
18—25 30 35-45 
HORSEPOWER 


STERLING ENGINE COMPANY, 1258 niacara street, Burrato, N. Y. 


















































UNGINES errr 


2 to 225 H. P. 


MARINE 


REGULAR TYPE i 
HEAVY DUTY TYPE , 
Vag te 


22 MODELS 


1 to8 CYLINDERS HIGH SPEED TYPE 


VERTICAL and “En V” 


Advice Is Cheap—But Often It's Good 
TAKE THIS FOR WHAT IT’S WORTH 


BYY wisely, It will save you much emaciation of the pocketbook if you buy an established engine that has made 
good in actual service for many satisfied users, rather than fall a victim to the engine seller who has a force 
feed lubricator in the roof of his mouth and whose oily tongue is not geared to his conscience. 





Several score sellers of untried engines——all of whom claim to have 
the “largest marine engine factory in the world” and guarantee ( ?) 
you most everything within the flight of fancy—say that we, the 
builders of BUFFALOS are “conservative.” It’s a compliment. 
We are conservative—conscientiously conservative—conservative 
in that we under-rate BUFFALOS as to horsepower and do 
not make exaggerated claims or make you think we are giving 
you something for nothing. 

BUFFALOS have made good for so many years, in so many 
countries, under so many tough and varying conditions, that 
they need no glowing description. 

We peddle no glittering promises—-we merely point to what 
BUFFALOS are doing and have done. 





We build BUFFALOS just the best we know how, in a big, 
modern plant. We don’t know whether or not it’s the largest 
marine engine factory in the world. We’ve never measured all 
the others, and we only state what we know. 

BUFFALOS are high grade engines and command the price of 
a high grade product. Get the BUFEALO catalog, which 
contains just the detailed facts and figures, without the adjectives 
and exaggerations. Compare horsepower, as related to bore, 
stroke and R. P.M. For a dozen years BUFFALOS have sold 
as the no-trouble, cheapest-in-the-end engine. 

Back of it all is the BUFFALO reputation and the BUFFALO 
conservatism, which means honest statement of fact about an_ 
honest engine at an honest price. 


BUY Wise LWL Y 


1260-72 
| Niagara St. 


BUFFALO GASOLENE MOTOR CO. 


BUFFALO, 
N. Y. 
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